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ABSTRACT 


This  report  contains  copies  of  journal  articles,  and  papers  appearing  in  conference 
proceedings  describing  optics  research  at  Lincoln  Laboratory  during  the  period 
1 July  1976  through  31  December  1977.  Also  included  are  preprints  of  articles 
accepted  by  journals  and  conference  proceedings  during  this  period  as  well  as  a 
list  of  meeting  speeches  given  during  this  period. 

Additional  information  on  the  Optics  Program  may  be  found  in  the  ARPA/STO 
Program  and  ARPA/TTO  Program  HOWLS  Semiannual  Technical  Summary 
Reports  to  DARPA;  Navy  HPL  Program  Semiannual  Technical  Summary  Report  to 
the  Department  of  the  Navy;  Radar  Measurements  Semiannual  Technical  Summary 
Report  to  the  BMDPO,  Department  of  the  Army;  Tactical  Systems  and  Technology 
Semiannual  Technical  Summary  Report  to  the  Air  Force  Systems  Command;  and 
Final  Report  to  the  National  Science  Foundation  on  Diode  Laser  System  to  Measure 
Trace  Gases  by  Long-Path  Infrared  Absorption. 
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Sponsored  by  J.  S.  Caring,  Air  Force  Geophysics  Labora- 
tory 

Long-path  monitoring  of  atmospheric  carbon  monoxide 
with  high  sensitivity  and  speed  has  recently  been  demon- 
strated using  a tunable  diode  laser  system.'-^  This  Commu- 
nication describes  significant  progress  in  improving  the 
multipollutant  capability  and  operating  simplicity  of  that 
monitoring  technique.  The  improved  capabilities  result  from 
integrating  a newly  developed,  wid-.ly  tunable  diode  laser  with 
a variable  temperature,  stabilized,  closed  cycle  refrigerator. 
With  this  single  source  it  is  possible  to  monitor  any  air  pol- 
lutant whose  absorption  lines  fall  within  bands  of  continuous 
tunability  of  the  laser  in  the  9-12-Mm  region.  The  instrument 
may  also  be  used  to  measure  high  resolution  (Doppler-limited) 
ir  spectra  for  line  strength  calibration  and  identification  of 
potential  interferences.  We  illustrate  its  use  for  this  purpose 
and  estimate  the  monitoring  sensitivity  for  several  important 
pollutants,  including  ammonia,  vinyl  chloride,  and  ozone, 
based  on  laser  spectroscopic  measurements. 

Tunable  diode  lasers  are  useful  for  long-path  monitoring 
of  air  pollutants  because  their  emission  wavelengths  can  be 
made  to  coincide  with  ir  absorption  lines  of  most  gases,  their 
output  can  be  sufficiently  collimated  for  transmission  over 
distances  of  several  kilometers,  and  they  are  readily  adaptable 
to  field  use.  Application  of  an  individual  laser  to  more  than 
one  pollutant,  however,  has  been  limited  by  a somewhat 
narrow  tuning  range  (~30  cm~')  and  the  need  to  maintain  the 
diode  at  low  temperature  ( <20  K)  for  cw  operation.  A diode 
laser  with  significantly  wider  tunability  ikas  first  developed 
in  1974  by  Groves  et  al.  ^ These  lasers  operated  cw  to  a tem- 
perature of  80  K,  with  tuning  over  nearly  280  cm~ ' . Using  a 
simpler  technique  to  be  described  below,  we  have  developed 
lasers  that  poesess  extended  wavelength  tunability  (300  cm~') 


and  operate  cw  at  temperatures  as  high  as  100  K.  Signifi- 
cantly, these  lasers  produce  radiation  in  the  important  8- 
12-iim  atmospheric  window;  and  if  liquid  nitrogen  is  used  to 
achieve  operating  temperature  in  a simpler  (77  K)  system, 
tuning  over  100  cm~'  is  still  possible  by  varying  the  diode 
current. 

Figure  1 illustrates  temperature  tuning  of  a diode  laser 
fabricated  by  this  new  method,  with  nominal  frequencies  for 
monitoring  several  pollutant  gases  indicated.  It  is  apparent 
that  strong  absorption  lines  of  many  important  gases  fall 
within  the  over-all  tuning  range  of  this  laser;  and  it  is  worth 
noting  that,  with  regard  to  long-path  monitoring,  atmospheric 
transmission  over  a 10-km  sea  level  path  is  typically  greater 
than  50%  throughout  the  8.7-12-Mm  region,*  making  this  an 
ideal  spectral  range  for  atmospheric  long-path  monitoring. 


Fig.  1.  Temperature  tuning  curve  for  the  widely  tunable  diode  laser. 
Strongly  abeorbing  regions  for  some  common  pollutant  gases  are 
indicated. 
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Fig.  2.  Laser  spectroscopy  of  C2H4  using  diode  laser  operating  cw 
at  77  K (liquid  nitrogen-cooled).  Trace  (a)  is  for  the  evacuated  cell, 
(b)  for  1 Torr  C2H4,  tind  (c)  for  13,200  ppm  C2H4  in  air  at  atmospheric 
pressure.  Cell  length  is  30  cm. 


Fig.  3.  Laser  spectroscopy  of  NH.t  using  diode  laser  in  closed  cycle 
refrigerator,  operating  at  approximately  90  K.  Trace  (a)  represents 
0. 1 Torr  NH3,  ( b)  is  0.46  Torr  NH3  with  360  Torr  air  added,  tmd  (c) 
ia0.46Tnrr  NH3  with  750  Torr  (1  atm)  air  added.  The  CO2  laser  line 
is  /?(30)  at  1084.635  cm"'.  Cell  length  is  .30  cm. 


Table  I.  Spectral  Absorption  Coefficient  (k)  and  Predicted 
Sensitivity  for  Measurement  Over  a t-km  Atmospheric  Path 
for  Several  Poilutant  Gases  at  the  Indicated  Frequencies  (r) 


Molecule 

Formula 

P(cm”' ) 

k(atm"' 

cm”') 

Sensi- 

tivity 

(PPb)« 

Freon- 11 

CCIjF 

847 

no 

0.27 

Freon- 12 

CC1,F, 

921 

275 

0.11 

Vinyl  chloride 

C.H.Cl 

940 

11 

2.8 

Ethylene 

C,H, 

950 

42 

0.71 

Ozone 

0, 

1052 

22 

1.3 

Ammonia 

NH, 

1085 

93 

0.33 

v Sensitivity  baaed  on  detecting  0.3%  change  in  received 
laser  power. ' 


Figure  2 illustrates  application  of  the  widely  tunable  laser 
operating  at  a base  temperature  of  77  K in  a liquid  nitrogen 
Dewar  in  calibrating  sensitivity  for  laser  monitoring  and 
identifying  potentially  interfering  species  for  a common  pol- 
lutant, ethylene  (C2H4).  In  this  procedure  a pure  sample  of 
the  pollutant  is  scanned  with  the  laser,  first  at  low  pressure, 
then  at  atmospheric  pressure,  using  air  or  nitrogen  for  the 
balance.  At  low  pressure  [trace  (b)]  the  absorption  lines  are 
narrow  and  easily  identified.  Potential  interferences  from 
other  constituents  such  as  H-,>0,  CO2,  CH4,  etc.  are  identified 
by  recording  their  low  pressure  absorption  lines  in  the  same 
region.  Wavelengths  for  monitoring  are  selected  to  avoid 
absorption  lines  of  any  interfering  gases.  Having  selected  the 
optimum  monitoring  wavelength,  the  atmospheric  pressure 
scan  (c)  then  provides  a quantitative  measure  of  the  attenu- 
ation coefficient  per  unit  concentration.  Relative  frequency 
calibration  is  obtained  by  means  of  a Fabry-Perot  etalon.® 

Ammonia  is  another  important  gaseous  pollutant  in  the 
troposphere  and  stratosphere  for  which  sensitive  monitoring 
instrumentation  is  urgently  needed.  Recently  Schnell  and 
Fischer®  reported  spectrophone  measurements  of  the  ab- 
sorption coefficients  for  NHs  at  several  CO2  laser  lines,  which 
included  one  of  the  highest  values  ever  obtained  in  tbe  ir:  120 
atm”'  cm”'  at  ,360  Torr  total  pressure,  for  the  R(30)  CO2  laser 
line  at  1084.635  cm”'  (~9.22  Because  of  the  interest  in 
detecting  this  pollutant  by  laser  techniques,  we  have  examined 
in  detail  the  NH3  absorption  in  this  region  with  the  widely 
tunable  diode  laser  of  Fig.  1 and  with  a grating-tuned  CO2 
laser."  The  resulting  measurements  are  shown  in  Fig.  3. 
Trace  (a)  is  a diode  laser  scan  of  the  pure  gas  at  0.1  Torr 
pressure,  which  reveals  absorption  lines  corresponding  to  the 
six  s/?(5,0)-sR(5,5)  NH3  transitions  listed  by  Caring  et  al.^ 
As  far  as  we  know,  these  lines  have  not  been  previously  re- 
solved. Trace  (b)  is  a diode  laser  scan  for  0.46  Torr  NH3  in 
,360  Torr  air.  The  absorption  coefficient  at  the  /?(30)  CO2 
laser  line  was  found,  by  using  the  discretely  tunable  CO2  laser, 
to  be  120  ±10  atm"'  cm”',  in  agreement  with  Schnell  and 
Fischer’s  measurement.®  At  line  center  (i<  = 1084.605  ± 0.(X)2 
cm”',  determined  by  correlating  the  CO2  laser  data  and  diode 
laser  scans),  the  absorption  coefficient  is  162  atm”'  cm"'.  A 
total  pressure  of  360  Torr  corresponds  to  an  altitude  of  5 km 
above  sea  level.  Schnell  and  Fischer  did  not  report  any 
measurements  for  atmospheric  pressure;  consequently,  we 
performed  the  laser  scan  of  Fig.  3(c)  and  also  measured  the 
absorption  coefficient  for  NH3  at  atmospheric  pressure  for  the 
R (30)  CO2  laser  line.  The  absorption  coefficient  at  the  R (30) 
line  is  75  atm”'  cm”'  vs  93  atm”*  cm”*  at  line  center.  Thus, 
the  widely  tunable  diode  laser  has  been  useful  for  observing 
the  transitions  contributing  to  a strong  absorption  line  of  NH3 
at  atmospheric  pressure  and  revealing  the  relative  location 
of  a fixed  frequency  laser  line,  which  appears  attractive  for 
monitoring  this  gas  at  sea  level  and  to  altitudes  of  several  ki- 
lometers. 

Using  this  widely  tunable  diode  laser  mounted  <n  a tem- 
perature stabilized,  closed  cycle  refrigerator,  we  have  inves- 
tigated several  other  important  molecular  species  listed  in 
Table  I.  This  table  contains  the  largest  values  of  atmospheric 
absorption  coefficients  measured  for  these  gases  at  the  indi- 
cated frequencies.  Predictions  of  the  corresponding  sensi- 
tivities for  a 1-km  path  are  based  on  a state-ofithe-art  signal 
processing  capability.' 

The  widely  tunable  diode  lasers  were  fabricated  by  com- 
positional interdiffusion  (CID) — a new  method  for  forming 
single  heterojunctions  without  complex  vapor®  or  liquid 
phase®  epitaxial  growth  steps.  An  essential  feature  of  CID, 
to  be  described  in  detail  in  a subsequent  publication,  is  the  use 
of  a quaternary  (PbSe)i-i(SnTe)i  crystal,  with  x adjusted 
to  obtain  the  desired  emission  frequency.  The  energy  gap  of 
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this  quaternary  alloy  decreases  by  approximately  8 meV  for 
each  percent  of  SnTe.  A heterojunction  is  formed  when  the 
crystal  in  annealed  with  a binary  PbSe  source,  since  SnTe 
volatilizes  leaving  a surface  layer  rich  in  the  larger  bandgap 
PbSe.  Only  a small  depletion  of  the  SnTe  is  required  to  es- 
tablish an  effective  heterostructure,  since  the  energy  gap  of 
the  quaternary  increases  rapidly  with  decreasing  SnTe  con- 
tent. A primary  advantage  of  using  the  quaternary  alloy  is 
that  lattice  matching  across  the  CID  heterostructure  can  be 
achieved.  Since  the  lattice  constant  of  PbSe  lies  between  that 
of  SnSe  (cubic  phase)  and  SnTe,'*^  a quaternary  alloy  with 
PbSe  lattice  constant  can  be  chosen  with  an  energy  gap  cor- 
responding to  laser  emission  frequencies  between  about 
30()-1400  cm*'.  Though  the  present  devices  are  not  precisely 
lattice-matched,  we  estimate  a mismatch  of  less  than  0.1%. 

In  summary,  we  have  shown  that  a new  type  of  widely 
tunable  semiconductor  diode  laser  can  permit  sequential 
monitoring  of  many  pollutant  gases  with  a single  device  con- 
nected to  a closed  cycle  refrigerator  of  adjustable  temperature 
and  can  be  useful  for  fundamental  laboratory  measurements 
as  well.  Moreover,  for  even  simpler  instrumentation  involving 
only  liquid  nitrogen  as  the  coolant,  current  tuning  of  the  diode 
laser  can  still  be  used  to  reach  a number  of  pollutants.  This 
new  development  will  greatly  increase  the  usefulness  and 
versatility  of  long-path  monitoring  for  air  quality  assessment 
and  model  evaluation. 

The  Lincoln  Laboratory  portion  of  this  work  was  supported 
by  the  National  Science  Foundation  (RANN)  and  the  U.S. 
Environmental  Protection  Agency. 
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LONG-PATH  MONITORING  WITH  TUNABLE  LASERS' 


E.  D.  Hinkley^  and  R.  T.  Ku 

Massachusetts  Institute  of  Technology 
Lincoln  Laboratory 

Lexington,  Massachusetts,  02173,  USA 


1.  Introduction 

By  using  a tunable  laser  whose  signal  is  reflected  from  a distant  target,  differential 
absorption  of  the  laser  power  can  permit  a quantitative  determination  to  be  made  of  the 
integrated  pollutant  concentration  over  the  path  due  to  a particular  gaseous  species.  Many 
molecular  pollutants,  such  as  NO,  NO2.  SO;.,  CO,  and  O3  [1]^,  have  already  been  monitored  in 
the  atmosphere  using  this  technique,  employing  different  types  of  tunable  lasers  in  the 
ultraviolet,  visible,  and  infrared  regions  of  the  electromagnetic  spectrum.  Integrated- 
path  measurements  such  as  these  are  important  for  studying  various  computer  models  being 
proposed  for  region-wide  prediction  of  pollution  levels,  since  their  basic  grid  size  is 
usually  around  1 km. 

Traditionally,  pollutant  concentrations  have  been  measured  by  point-sampling  instru- 
mentation. However,  the  limitations  of  these  standard  methods  become  obvious  in  cases 
where  the  average  pollutant  concentration  over  a large  area  must  be  determined.  In  this 
paper,  we  describe  a tunable  laser  system  representing  a development  in  the  direction  of  a 
versatile  and  reliable  monitor  for  such  in  situ  ambient-air  measurement.  Moreover,  with 
eventual  utilization  of  the  new  widely-tunable  diode  lasers  [2],  it  is  possible  to  monitor 
several  different  pollutant  gases  simultaneously.  A multipollutant  capability  is  extremely 
useful  since  many  pollutants  interact  with  each  other,  and  the  time  evolution  of  their 
concentrations  can  be  incorporated  into  the  mathematical  modeU,  along  with  meterological 
and  topological  data,  for  advance  prediction  of  air  pollution  levels. 

We  have  developed  a tunable  semiconductor  diode  laser  system  for  monitoring  pollutants 
over  long  outdoor  paths.  The  laser  source  is  one  of  the  Pb-salt  types  [3,4]  which  have 
several  useful  properties  for  field  applications,  such  as  small  size,  ruggedness,  and  ease 
of  wavelength  tunability.  By  chemically  tailoring  various  combinations  of  Pb-salt  compounds 
we  can  effectively  cover  the  infrared  wavelength  range  from  3 to  32  urn.  Many  important 
atmospheric  pollutants  can  be  detected  by  lasers  in  this  range.  By  using  various  RbSi-yScx 
lasers,  which  operate  in  the  4-6.5  um  range,  we  have  monitored  CO,  H2O  and  NO  over  long 
paths.  Once  a laser  is  constructed  to  operate  nominally  and  in  the  wavelength  region  where 
a particular  pollutant  has  strong  absorption  lines,  the  laser  can  be  tuned  simply  by 
varying  the  injection  current  or  laser  temperature. 


'This  work  was  supported  by  the  National  Science  Foundation  (RANN)  and  the  U.  S.  Environ- 
mental Protection  Agency. 

^Present  address:  Laser  Analytics,  Inc.,  Lexington,  Massachusetts 
^Figures  in  brackets  indicate  literature  references  at  the  end  of  this  paper. 
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2.  Discussion 


The  essential  components  of  the  laser  optical  system  are  siiown  in  figure  1.  The 
diode  laser  is  mounted  in  a closed-cycle  cryogenic  cooler,  and  its  emission  is  collimated 
by  an  Al-coated  parabolic  mirror  M-1,  12  cm  in  diameter.  The  beam  is  transmitted  down- 
range  to  a remote  retroref lector  (hollow  corner-cube)  M-2  which  reflects  it  back  towards  M-1, 
and  then  refocuses  it  onto  the  infrared  detector  situated  behind  a calibration  cell.  In 
order  to  minimize  the  effects  of  atmospheric  turbulence  on  system  sensitivity,  a derivative 
spectroscopic  technique  is  employed  in  which  the  laser  is  frequency-modulated  at  10  kHz  at 
the  pollutant  gas  absorption  line  of  interest. 


figure  1.  Long-path  diode  l.iser  moniloiinq  system. 
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This  system  was  first  used  at  our  Laboratory's  3U0-nieler  test  range  in  Bedford, 
Massachusetts,  where  an  ('xpori mental  detection  limit  of  five  parts  per  billion  of  CO  was 
established  [5].  An  identical  system  was  then  incorporated  into  a mobile  van  which  has 
since  been  utilized  in  St.  Louis,  Missouri,  for  atmospheric  measurements  of  CO  at  various 
sites  during  the  summers  of  1974,  1975,  and  1976,  in  conjunction  with  the  Regional  Air 
Pollution  Study  (RAPS)  of  the  U.  S.  Environmental  Protection  Agency  [6],  In  addition,  our 
mobile  system  has  also  been  driven  to  Cambridge,  Massachusetts  for  monitoring  atmospheric 
NO  ill  the  vicinity  of  a traffic  rotary. 

The  sensitivity  and  accuracy  of  these  measurements  are  discussed,  and  the  long-path 
measurements  are  compared  with  point  sampling  results  in  order  to  evaluate  the  potential 
of  the  long-path  laser  monitor  for  providing  more  reliable  and  acceptable  quantitative 
measures  for  air  quality. 


3.  Measurement  Techniques 

Tunable  laser  spectroscopic  measurements  in  the  laboratory  are  usually  performed  by 
propagating  the  laser  radiation  through  an  absorption  cell.  The  change  in  laser  power 
transmission  during  tuning  can  be  used  to  obtain  the  absorption  coefficients,  line  widths, 
and  line  shapes  of  the  spectral  lines.  The  experimentally-determined  absorption  coeffi- 
cients can  then  be  used  to  measure  an  unknown  pollutant  concentration  using  the  amount  of 
laser  absorption  in  conjunction  with  Beer's  Law. 

Field  measurements  of  ambient  gases  are  similar  to  the  laboratory  procedures.  The 
amount  of  absorption  over  a long  atmospheric  path  can  be  related  to  the  auerage  pollutant 
concentration  over  that  distance.  In  order  to  minimize  atmospheric  turbulence  effects  on 
laser  beam  propagation,  a derivative  spectroscopic  technique  can  be  employed  [5].  Syn- 
chronous detection  at  a high  a.c.  modulation  frequency,  about  the  desired  laser  infrared 
frequency,  provides  the  derivative  of  the  absorption  signal.  Atmospheric  effects  are 
reduced  by  ratioing  the  derivative  with  the  direct  transmission  signal.  System  "zero"  is 
achieved  by  tuning  the  laser  to  line  center  (where  the  derivative/ratio  signal  should  be 
zero)  or  by  placing  a retroreflector  near  the  transmitting  optics  (to  simulate  a signal 
with  effectively  zero  absorption). 

Calibration  is  achieved  by  placing  a known  concentration  of  pol1utant-N2  mixture  in 
the  10  cm  cell.  For  example,  if  the  monitored  path  outside  is  610  meters,  a calibration 
gas  of  1,000  ppm  mixture  produces  the  same  signal  as  164  ppb  over  the  long  path.  Linearity 
is  confirmed  by  using  several  mixtures  of  different  concentrations  in  the  calibration 
cell.  Inaccuracies  in  the  measurements  which  occur  as  a drift  of  the  zero-ppm  signal  and 
changes  in  linearity  and  repeatability  of  the  calibration  points,  were  mainly  due  to 
variations  in  the  laser  frequency.  By  proper  controls,  we  have  been  able  to  reduce  these 
effects  to  achieve  an  accuracy  of  i6  percent  of  the  nominal  reading. 


4.  Monitoring  Results 

In  order  to  evaluate  the  measurement  technique,  "zero,"  and  calibration  procedures, 
comparative  tests  were  made  of  pollutant  variability  using  the  long-path  laser  monitor  and 
an  air  bag  sampler  which  was  filled  during  a traverse  of  the  laser  path.  Results  will  be 
shown  to  support  the  validity  of  our  measurement  and  calibration  techniques. 

The  CO  pollutant  concentration  was  found  to  be  quite  dependent  upon  the  location  of 
the  monitored  area.  For  example,  results  will  be  shown  for  a generally  low-concentration 
farm  site  in  Illinois  over  which  clouds  of  CO  occasionally  pass.  In  contrast,  large 
changes  in  concentration  were  noted  for  an  inner  city  site  in  St.  Louis  at  various  hours 
due  largely  to  local  traffic  conditions.  Significant  spatial  variations  were  also  observed 
by  means  of  a conventional  point  sampling  instrument  moved  along  a 1 km  path,  indicating 
the  desirability  for  a long-path  monitor  for  path-averaged  pollutant  measurements. 
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5.  Conclusion 


The  long-path  diode  laser  system  has  permitted  unattended  monitoring  around  the 
clock,  with  calibration  checks  reduced  to  two  or  three  times  a day.  Although  these 
results  have  demonstrated  the  feasibility  and  usefulness  of  long-path  laser  monitoring, 
several  Improvements  must  be  made  in  future  systems  in  order  to  increase  reliability  and 
provide  legal ly-acceptable  air  quality  measurements. 
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Tunable  semiconductor  diode  lasers  can  be  tailored  to  emit 
coherent  radiation  at  wavelengths  covering  a wide  region  of  the 
infrared  "fingerprint"  portion  of  the  electromagnetic  spectrum. 
With  relatively  large  molecular  absorption  cross  sections  and 
generally  acceptable  specificity  in  this  region  of  the  spectrum, 
several  important  applications  of  these  devices  to  gaseous  pollu- 
tant detection  have  resulted.  In  addition  to  providing  fundamen- 
tal high- resolution  infrared  spectroscopic  data  for  a number  of 
molecular  species,  diode  lasers  have  been  used  for  low-pressure 
sampling,  ^ situ  source  monitoring,  long-path  ambient-air  moni- 
toring, and  passive  infrared  heterodyne  detection.  Recently 
there  have  been  several  new  developments  related  to  implementa- 
tion of  these  devices  for  monitoring  applications  in  the  lower 
and  upper  atmospheres.  In  particular,  one  technological  break- 
through with  respect  to  the  device  itself  has  greatly  increased 
the  tunability  of  individual  lasers.  Other  advancements  to 
be  discussed  include  laser  spectroscopy  of  the  free  radical 
chlorine  monoxide,  heterodyne  detection  of  stratospheric  ozone 
lines,  and  long-path  ambient-air  monitoring  at  sea  level. 

Finally,  the  implications  of  these  recent  advances  for  future 
monitoring  instruments  and  systems  are  discussed . 


This  work  was  supported  by  the  National  Aeronautics  and  Space 
Administration  under  Contract  NAS  7-100,  the  National  Science 
Foundation  (RANN),  and  the  U.S.  Environmental  Protection  Agency. 
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I.  INTRODUCTION 


One  of  the  most  promising  applications  of  tunable  lasers  is 
in  the  detection  and  measurement  of  ambient  air  pollutants;  and 
many  atmospheric  pollutant  gases  such  as  NO,  C H^,  S02»  CO,  and 
O3  have  already  been  detected  by  various  tunable  laser  tech- 
niques (1)  . The  most  widely  used  tunable  laser  for  this  purpose 
is  the  Pb-salt  semiconductor  diode  laser  which  can  be  tailored  to 
emit  coherent  radiation  over  most  of  the  infrared  "fingerprint" 
region  of  the  spectrum.  Diode  lasers  are  now  available  commer- 
cially, and  cover  the  spectral  region  from  3 to  27  pm.  A photo- 
graph of  one  of  these  diode  lasers  is  shown  in  Fig.  1. 

Applications  of  tunable  diode  lasers  in  air  pollution  moni- 
toring involve  fundamental  laboratory  spectroscopy  in  addition  to 
fieldable  systems.  In  this  paper  we  cover  advances  related  to 
performance  of  the  lasers  themselves  as  well  as  their  utility 
for  the  spectroscopic  and  field  applications.  In  some  instances, 
the  fundamental  spectroscopic  information  obtained  in  the  labora- 
tory by  diode  lasers  can  provide  important  data  for  the  design 
and  development  of  monitoring  instrumentation  using  either  tun- 
able or  fixed  frequency  lasers. 


Fig.  1.  Tunable  semiconductor  diode  laser  in  standard  pack 
age.  Overall  dimensions  are  19.1  mm  long,  6.4  mm  wide,  and 
7.9  mm  high.  Typical  laser  length  is  0.5  mm. 
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II.  WIDELY-TUNABLE  DIODE  LASERS 


Tunable  diode  lasers  are  useful  for  monitoring  air  pollutants 
because  their  emission  wavelengths  can  be  made  to  coincide  with 
infrared  absorption  lines  of  most  gases,  and  their  output  can  be 
sufficiently  collimated  for  transmission  over  distances  of  sev- 
eral kilometers  for  field  applications.  The  use  of  an  individual 
laser  for  detection  of  more  than  one  pollutant,  however,  has  been 
limited  by  a somewhat  narrow  tuning  range  (-30  cm“l)  and  the  need 
to  maintain  the  diode  at  low  temperature  (<20  K)  for  cw  opera- 
tion. A diode  laser  with  significantly  wider  tunability  was 
first  developed  in  1974  by  Groves  et  al  (2)  . These  lasers  oper- 
ated cw  to  a temperature  of  80  K,  with  tuning  over  nearly 
280  cm”^.  Using  a simpler  technique  of  compositional  interdif- 
fusion (CID) (3),  lasers  have  been  developed  that  have  extended 
wavelength  tunability  (to  400  cm~^)  and  operate  cw  at  tempera- 
tures as  high  as  130  K.  Even  with  liquid  nitrogen  to  achieve 
operating  temperature  (77  K)  in  a simpler  system,  tuning  over 
100  cm“^  is  possible  by  varying  the  diode  laser  current. 

Figure  2 illustrates  temperature  tuning  of  a diode  laser 
fabricated  by  this  new  method  in  the  9-12  urn  region,  with  nomi- 
nal frequencies  for  monitoring  several  pollutant  gases  indicated. 


Fig.  2.  Temperature-tuning  curve  for  widely-tunable  diode 
laser  of  (PbSe)  (SnTe)  . Strongly  absorbing  regions  for  some 
common  pollutant  gases  are  indicated. 
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Strong  absorption  lines  of  many  important  gases  fall  within  the 
overall  tuning  range  of  this  laser;  and  it  is  worth  noting  that, 
with  regard  to  long-path  monitoring,  atmospheric  transmission 
over  a 10-km  sea  level  path  is  typically  greater  than  50% 
through  the  8.7-12  pm  region  (4),  making  this  an  ideal  spectral 
range  for  atmospheric  long-path  monitoring. 

It  is  clear  from  Fig.  2 that  the  new  widely-tuneible  lasers 
are  important  laboratory  devices  as  well,  where  a large  number 
of  gases  can  be  studied  spectroscopically  with  a single  diode 
laser.  Results  of  diode  laser  spectroscopy  on  ethylene,  vinyl 
chloride,  ozone,  eimmonia,  Freon-11,  Freon-12  and  ethyl  alcohol 
have  been  obtained  with  the  above  laser  in  the  9-12  ym  region. 
Most  of  these  data  have  been  reported  in  Ref.  3. 

In  summary,  this  new  type  of  widely  tunable  semiconductor 
diode  laser  can  permit  sequential  monitoring  of  many  pollutant 
gases  with  a single  device  installed  in  a closed  cycle  refrig- 
erator of  adjustable  temperature,  and  can  be  useful  for  funda- 
mental laboratory  measurements  as  well.  Moreover,  for  even 
simpler  instrumentation  involving  only  liquid  nitrogen  as  the 
coolant,  current  tuning  of  the  diode  laser  can  still  be  used  to 
reach  strong  spectral  lines  of  a number  of  pollutants.  This  new 
development  will  greatly  increase  the  usefulness  and  versatility 
of  long-path  air  quality  monitoring. 


III.  SPECTROSCOPY 

The  introduction  of  a diode  laser  system  as  a commercial 
monochromator  (5)  has  led  to  important  fundamental  measure- 
ments of  gases  and  advances  in  the  state-of-the-art  of  spectros- 
copy in  general.  Important  advances  in  the  understanding  of  the 
band  structure  of  complex  molecules  such  as  sulfur  hexafluoride 
for  isotope  separation  applications  have  been  made  in  the  laser 
division  of  the  Los  Alamos  Scientific  Laboratory  (6)  . Other 
diode  laser  isotopic  spectroscopy  carried  out  at  the  University 
of  Bern  may  help  to  develop  a new  detector  for  ^“^C  and  ^^CO^  (7)  , 
which  are  emitted  in  atomic  power  plants.  Studies  of  line 
shapes  and  frequency  shifts  of  spectral  lines  of  sulfur  dioxide 
attached  to  an  argon  matrix  have  been  performed  at  the  Swiss 
Federal  Institute  of  Technology  using  tunable  diode  lasers  (8)  . 
Finally,  the  use  of  expansion  nozzles  to  form  cooled  molecular 
beeuns,  thereby  reducing  Doppler  effects  to  achieve  sub-Doppler 
spectroscopy,  has  been  pioneered  by  researchers  at  the  University 
of  Waterloo  in  Canada  (9)  . 

Laser  spectroscopy,  because  of  its  very  high  resolution,  re- 
quires new  calibration  techniques.  The  use  of  cells  containing 
gases  whose  absorption  line  frequencies  are  precisely  known  is 
expanding,  and  recently  researchers  at  the  NOAA  National 
Environmental  Satellite  Service  and  The  Ohio  State  University 
reported  calibration  of  CO2  spectra  in  the  14-15  pm  region  for 


12 


USE  OF  TUNABLE  SEMICONDUCTOR  LASERS 


16i 


this  purpose  (10) . Accurately-calibrated  CO2  laser  lines  in  the 
9-12  ym  region  have  also  been  used.  For  a general  review  of 
infrared  laser  spectroscopy  to  1975,  see  Ref.  11. 

As  an  excunple  of  the  way  in  which  diode  laser  spectroscopy 
can  benefit  air  pollution  monitoring,  consider  the  free  radical 
chlorine  monoxide  (CiO)  which  many  consider  to  be  cm  important 
component  of  the  stratosphere.  There  is,  at  the  present  time, 
considerable  controversy  surrounding  the  concentration  of  CHO  in 
the  upper  atmosphere,  and  its  potential  to  reduce  the  quantity 
of  stratospheric  ozone  (12) . Some  CIO  measurements  already  made 
have  been  found  to  differ  by  considerably  more  than  an  order  of 
magnitude.  A new  study  based  on  a remote  optical  laser  technique 
should  be  highly  desirable  to  resolve  these  discrepancies. 

Chlorine  monoxide  is  a highly  reactive  radical  which 
cannot  be  prepared  in  high  concentrations;  consequently, 
laboratory  measurements  with  most  conventional  spectrometers 
cannot  resolve — or  even  quantitatively  measure,  as  it  turns 
out — the  spectral  signature  of  this  gas.  However,  using  a tun- 
able PbSnTe  diode  laser,  the  CtO  fundamental  absorption  band 
near  850  cm“^^has  been  observed  (13)  . The  high  resolution  (less 
than  10"^  cm”  ) of  this  tunable  source  was  needed  to  resolve  the 
narrow  spectral  lines  at  the  low  pressures  for  which  CIO  is 
relatively  stable.  The  CiO  for  the  measurement  was  generated  in 
an  apparatus  schematically  indicated  in  Fig.  3.  Cl^  and  He 
passed  through  a microwave  discharge  to  produce  Cl  atoms,  which 
continued  down  the  tube  where  they  encountered  a dilute  mixture 
of  Oj  in  O2  at  approximately  7 torr  pressure.  CIO  was  formed  by 
the  reaction 

Cf  + -*■  CIO  + O^. 

For  maximum  sensitivity,  the  technique  of  derivative  spectroscopy 
was  used  (11)  , with  the  diode  laser  wavelength  modulated  by  super- 
imposing on  the  steady  excitation  current  a small,  100-Hz  sinu- 
soidal modulation.  One  of  the  CfO  lines  is  shown  in  Fig.  4 along 


Fig.  3,  Experimental  setup  for  laser  spectroscopy  of  CIO. 
(From  Menzies  et  al  {13J]. 
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Fig.  4.  Derivative  spectrum  of  CIO  line  at  847.00 
obtained  with  a tunable  diode  laser.  Also  shown  is  strong  NH^ 
reference  line,  sP(6,5),  at  847.04  cm~^ . 


with  a much  stronger  NH3  line  used  for  frequency  (wavelength) 
calibration.  By  studying  a number  of  C8.0  lines  in  this  manner, 
and  with  the  aid  of  recent  microwave  measurements  of  the  CfO  ro- 
tational constants  for  both  the  ground  and  first  excited  vibra- 
tional levels  (14),  Menzies  et  ^ have  determined  the  infrared 
band  center  and  rotational  constants  for  the  CIO  fundamental 
vibration  (13)  . 

The  importance  of  this  research  for  the  remote  detection  of 
Ct.0  stems  from  the  direct  measurement  of  absorption  cross  sec- 
tions and  frequencies.  They  provide  the  basis  for  a theoreti- 
cal understanding  of  the  molecule,  and  from  that  we  can  then  pre- 
dict pareimeters  for  those  lines  which  have  not  yet  been  observed, 
so  that  other  lasers  (e.g. , the  isotopic  CO2  laser)  may  be  con- 
sidered for  monitoring  this  species. 


IV.  LONG-PATH  MONITORING 

Diode  lasers  have  been  used  for  measuring  atmospheric  carbon 
monoxide,  nitric  oxide,  ethylene  and  water  vapor.  Path-lengths 
have  been  as  long  as  2 lun  (15).  The  CO  measurements  were  per- 
formed mainly  in  St.  Louis  in  conjunction  with  the  Regional  Air 
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Pollution  Study  of  the  U.S.  Environmental  Protection  Agency  (16). 
By  comparing  the  long-path  results  with  those  of  point-monitoring 
instruments,  the  laser  measurement  and  calibration  technique  were 
confirmed.  Nevertheless,  at  times  there  was  mar)ced  disagreement 
between  the  point  and  long-path  measurements,  depending  on  the 
meteorological  conditions  and  nature  of  the  pollutant  source. 
Continuous,  long-path  data  were  recorded  over  many  days  for  use 
in  the  development  of  mathematical  models  for  predicting  air 
quality  (16,17) . 

The  essential  components  of  the  laser  optical  system  are 
shown  in  Fig.  5.  The  diode  laser  was  mounted  in  a closed-cycle 
refrigerator,  and  its  emission  collimated  by  an  Al-coated  para- 
bolic mirror,  12  cm  in  diameter.  The  beam  was  transmitted  down- 
range  to  a remote  retroref lector  (hollow  corner-cube)  which  re- 
flected it  bac)c  towards  the  paraboloid,  which  refocused  it  onto 
the  infrared  detector  situated  behind  a calibration  cell.  In 
order  to  minimize  the  effects  of  atmospheric  turbulence  on  sys- 
tem sensitivity,  a derivative  spectroscopic  technique  was  em- 
ployed in  which  the  laser  was  frequency-modulated  at  10  kHz 
at  the  pollutant  gas  absorption  line  of  interest  (15)  . 

Calibration  was  performed  by  placing  a known  concentration 
of  pollutant-N2  mixture  in  the  10  cm  cell.  For  example,  if  the 
monitored  path  outside  is  610  meters,  a calibration  gas  of 
1,000  ppm  mixture  produces  the  same  signal  as  164  ppb  over  the 
long  path.  Linearity  was  confirmed  by  using  several  different 
volumetric  mixtures  in  the  calibration  cell.  Inaccuracies  in 
the  measurements,  which  occur  as  a drift  of  the  zero-ppm  signal 
and  changes  in  linearity  and  repeatability  of  the  calibration 
points,  were  mainly  due  to  variations  in  the  laser  frequency. 

By  proper  controls,  these  effects  were  reduced,  and  an  accuracy 
of  +5%  of  the  nominal  reading  achieved. 


Fig.  5.  Optical  system  for  long-path  monitoring. 
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As  an  example  of  monitoring  in  which  there  was  an  unexpected 
difference  between  the  point  and  long-path  measurements  (17)  , 

Fig.  6{a)  shows  data  for  a 24-hour  period  on  8/2/75.  Two  sharp 
pea)(s  were  recorded  by  the  laser  monitor  around  0800  CTS;  but, 
due  to  their  fast  rise  and  fall  times,  correlations  with  the 
RAMS  hourly  readings  at  0800  and  0900  CST  were  poor.  In  order 
to  check  this  apparent  discrepancy,  minute-by-minute  readings 
from  the  point  sampling  instrument  were  obtained  from  the  origi- 
nal computer  data  library.  These,  along  with  the  laser  data  at 
a 1-sec  time  constant  are  shown  in  Fig.  6(b),  where  the  correla- 
tion in  both  magnitude  of  CO  concentration  and  time  for  each  of 
the  two  "events"  is  excellent. 

The  long-path  diode  laser  system  has  permitted  unattended 
monitoring  around  the  clock,  with  calibration  checks  reduced  to 
two  or  three  times  a day.  Although  these  results  have  demon- 
strated the  feasibility  and  usefulness  of  long-path  laser  moni- 
toring, several  improvements  must  be  made  in  future  systems  in 
order  to  increase  reliability  and  provide  legally-acceptable  air 
quality  measurements  (17). 


Hour  o(  Day  (CST) 


Fig.  6(a).  Long-path  CO  monitoring  at  Regional  Air  Monitor- 
ing Site  8108  in  Granite  City,  Illinois  on  2 August  1975,  with 
RAMS  data  hourly  averages.  Total  pathlength  = 0.68  km. 
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Fig.  6(b).  Four-hour  segment  of  Fig.  6(a)  with  RAMS  data 
minute-by-minute  averages. 


V.  SOURCE  EFFLUENT  MONITORING 

The  concentrations  of  pollutant  gases  emitted  by  sources  is 
usually  highest  in  the  effluent  stream  near  the  source  itself. 
Because  of  the  higher  concentrations,  shorter  pathlengths  are 
usually  adequate  for  sensitive  detection  of  these  pollutants. 
Monitoring  of  smokestacks  and  automobile  exhausts  by  tunable 
diode  lasers  has  already  been  discussed  in  the  literature  (D  • 
Recently,  however,  Hanson  and  associates  at  Stanford  University 
have  shown  that  tunable  semiconductor  diode  lasers  can  be  used 
in  combustion  research  as  well.  They  reported  (18)  the  detec- 
tion of  carbon  monoxide  in  the  flame  of  a propane  gas  jet,  and 
determined  its  concentration.  Moreover,  by  measuring  the  width 
of  the  CO  lines  they  were  able  to  determine  the  gas  temperature 


VI.  REMOTE  HETERODYNE  DETECTION 

Because  of  the  effects  of  pressure  broadening  on  a spectral 
absorption  line,  it  is  possible  to  use  lineshape  information  ob- 
tained in  the  manner  of  Fig.  7 to  determine  the  concentration  of 
a pollutant  gas  as  a function  of  altitude.  In  Fig.  7(a)  the 
technique  of  solar  heterodyne  radiometry  is  illustrated,  in 
which  the  sun  serves  as  the  source  of  radiation  and  a laser  local 
oscillator  is  used  to  measure  the  amount  of  the  trcmsmitted  sig- 
nal. By  tuning  the  laser  through  a known  absorption  line  of  a 
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Fig.  7.  Diagrams  for  long-path  vertical  profile  monitoring 
of  the  atmosphere  using  (a)  passive  system  with  sun  as  radiation 
source  and  tunable-laser  heterodyne  detection , and  (b)  active, 
ground-based  system  employing  cooperative  satellite  reflector . 

pollutant  present  in  the  region  between  the  receiver  and  the  sun, 
a dip  in  the  transmission  will  be  observcible.  The  same  analysis 
applies  over  the  two-way  path  of  Fig.  7(b)  involving  a satellite 
reflector. 

Two  laser  measurements  based  on  the  heterodyne  technique  of 
Fig.  7(a)  have  been  performed  during  the  past  year.  In  early 
1976,  Menzies  and  Seals  used  several  lines  of  a discretely- 
tunable  CO.  laser  to  determine  the  height  profile  of  ozone  (19)  . 
More  recently,  Frerking  and  Muehlner  of  M.I.T.  have  performed 
the  same  measurement  using  a continuously-tunable  semiconductor 
diode  laser  as  local  oscillator  (20)  . Their  apparatus  consisted 
of  a diode  laser,  beam  splitter,  infrared  detector,  and  optics 
all  attached  to  the  cold  head  of  a liquid  nitrogen  dewar,  oper- 
ating at  77  K.  Figure  8 shows  their  results  for  ozone  in  the 
frequency  range  1010.9  to  1011.8  cm”^.  Trace  (a)  is  a fully- 
resolved  (0.0001  cm"^  resolution)  direct  absorption  spectrum  of 
ozone  measured  by  transmitting  the  diode  laser  radiation  through 
a laboratory  gas  cell.  The  heterodyne  absorption  signal  from 
the  sun  is  displayed  in  (b) , which  shows  the  same  ozone 
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1011.0  1011.4  1011.8 

Frequency  (cm  ) 

Fig.  8.  Ozone  spectra  measured  with  a tunable  diode  laser. 
Trace  (a)  obtained  in  laboratory  by  direct  absorption  spectros- 
copy. Trace  (b)  was  a measurement  over  the  same  spectral  region 
using  heterodyne  detection  with  the  sun  as  source  of  radiation, 
in  the  manner  illustrated  in  Fig.  7(a).  [Adapted  from  Frerking 
and  Muehlner  (20).] 

absorption  lines  due  to  the  presence  of  the  gas  in  the  stratos- 
phere. The  instrumental  resolution  in  this  case  is  0.006  cm” 
(180  MHz) , limited  by  the  bandwidth  of  the  rf  amplifier  system. 
This  result  represents  the  first  use  of  a tunable  laser  hetero- 
dyne receiver  to  trace  out  the  continuous  absorption  profile  of 
a molecule  over  a broad  (0.8  cm"^  or  24  GHz)  spectral  range,  as 
well  as  the  first  wide-scan  spectroscopy  of  an  atmospheric  con- 
stituent with  a tunable  heterodyne  receiver. 


VII.  CONCLUSION 

With  the  commercial  availability  of  tunable  semiconductor 
diode  lasers,  there  has  been  a remarkable  series  of  developments 
and  advances  in  the  applications  of  these  devices  to  environ- 
mental monitoring  and  related  spectroscopy.  Other  device  im- 
provements need  to  be  made,  such  as  mode  quality,  power,  staibil- 
ity,  etc.  and  are  being  vigorously  pursued;  and  it  appears  that 
these  devices  will  prove  to  be  even  more  useful  in  the  years 
to  come.  The  purpose  of  this  paper  is  to  point  out  the  recent 
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advances  in  these  tunable  lasers  and  their  applications,  and, 
hopefully,  have  the  reader  develop  new  ideas  for  applications  of 
the  future. 
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A blackbody  heterodyne  radiometer  using  a widely  tunable  PbSnSe-diode  laser  as  the  local  oscillator  (LO)  achieved 
signal-to-noise  performance  that  was  an  order  of  magnitude  better  than  previously  reported  and  only  a factor  of 
2.5  below  that  obtained  with  a C02-laser  LO.  The  diode  laser  system  performance  was  within  a factor  of  6 of  an 
ideal  radiometer.  High-resolution  blackbody  heterodyne  absorption  spectra  of  ethylene  at  10.6  (im  were  obtained 
I with  a 0.4-sec  post-detection  integration  time  by  tuning  the  diode  LO  in  a closed-cycle  cryogenic  cooler. 


Laser  heterodyne  radiometry  has  long  been  recog- 
nized as  the  completely  passive  method  of  detecting  gas 
absorption  and  emission  lines  with  high  spectral  reso- 
lution.* Menzies  and  Shumate^  have  recently  reported 
laboratory  detection  of  broadband  emission  signals  from 
several  pollutant  gases  using  CO2-  and  CO-laser  local 
oscillators.  Emission  lines  from  astronomical  bodies 
have  been  detected  near  10  ^m  by  using  a C02-laser 
heterodyne  system.^  These  fixed-frequency  gas-laser 
systems  are  limited  by  a dependence  on  an  accidental 
coincidence  of  laser  frequency  with  the  characteristic 
gas  line.  Heterodyne  systems  would  be  much  more 
versatile  if  a broadly  tunable  laser such  as  a semicon- 
ductor diode  laser,  could  be  used  for  the  local  oscillator 
(LO). 

In  this  letter  we  report  high-resolution  spectroscopy 
of  C2H4  obtained  with  a diode-laser  heterodyne  system 
that  has  shown  a sensitivity  over  an  order  of  magnitude 
greater  than  previously^-^  obtained  with  diode  lasers, 
and  within  a factor  of  2.5  of  the  quantum-noise-limited 
sensitivity  we  achieved  with  a C02-laser  LO.  Although 
low-power  tunable-diode  lasers  (<200  ftW)  have  been 
used  routinely  for  high-resolution  infrared  spectroscopy 
of  many  molecules  (resolution  <10“^  cm”'),'*  and  have 
been  incorporated  successfully  in  active  in  situ  and 
long-path  pollutant-monitoring  systems,*”'®  their  ap- 
plication as  a passive  heterodyne  LO*  ® has  been  lim- 
ited, primarily  as  a result  of  relatively  low  diode-laser 
power  level.  Recently,  diode-laser  device  improvement 
has  increased  the  wavelength  tunability  to  hundreds  of 
wavenumbers  and  the  power  level  to  several  milli- 
watts." In  addition,  important  advances'^  have  been 
made  in  the  wide-bandwidth  heterodyne  quantum 
sensitivity  of  HgCdTe  photodiodes.  These  develop- 
ments have  stimulated  interest  in  tunable-diode-laser 
local  oscillators  for  heterodyne  radiometer  systems. 

Figure  1 shows  schematically  the  heterodyne  setup, 
which  utilized  a SOO^C  blackbody  source  and  a tunable 
10-Mm  PbSnSe-diode  laser'*  LO  mounted  in  a closed- 
cycle  cooler.  The  LO  wavelength  was  coarse  tuned  by 
adjusting  the  cooler  temperature  and  fine  tuned  by 
adjusting  laser  current.  A total  tuning  range  from  920 
to  980  cm”'  was  possible  for  cooler  temperatures  of  12 


to  30  K.  Laser  radiation  (polarized  parallel  to  the  diode 
junction  plane)  was  combined  with  the  thermal  emis- 
sion at  the  Ge  beamsplitter  and  focused  onto  a state- 
of-the-art  HgCdTe  photodiode,'*  which  has  a band- 
width of  over  1.5  GHz  and  an  effective  heterodyne 
quantum  efficiency'^  (»|p ) of  0.45.  A spike  filter  ( 10.45 
to  10.68  ftm)  was  used  to  limit  the  total  blackbody  ra- 
diation focused  onto  the  detector.  The  RF  signal  gen- 
erated by  the  photomixer  was  amplified  by  a low-noise 
(2.5-dB  noise  figure),  wideband  (R  = 500  MHz) 
preamplifier.  The  heterodyne  signal  was  then 
square-law  detected  and  fed  into  a lock-in  amplifier,  the 
output  of  which  was  plotted  on  the  X-  Y recorder  as  a 
function  of  laser  current.  A monochromator  was  used 
to  examine  the  mode  structure  of  the  diode  laser  and 
provide  wavelength  calibration  as  a function  of  diode 
current.  Precise  diode  frequency  calibration  was  ob- 
tained by  heterodyning  the  diode  laser  with  an  auxiliary 
CO2  laser  (not  shown  in  Fig.  1).  The  IF  noise  from  the 
preamplifier  was  monitored  with  a spectrum  analyz- 
er. 

Heterodyne  signal-to-noise  ratio  was  found  to  be 
largely  defiendent  on  properties  of  the  diode-laser  LO, 
such  as  the  power  available  at  the  photomixer  and  ex- 
cess RF  noise  generated  by  the  diode  laser.  A typical 
scan  of  heterodyne  signal  as  a function  of  diode-laser 
current  is  shown  in  Fig.  2(a)  for  a diode  laser  with  three 
or  four  dominant  modes  in  the  20  cm”'  (600  GHz)  scan 
range.  Note  the  occurrence  of  several  very  noisy  regions 
(A,  C,  F,  H),  which  are  unsuitable  for  heterodyne  de- 
tection and  appear  to  be  associated  with  mode  switching 
and  self-beating  of  laser  modes.  IF  noise  spectra  in  the 
0 to  1 GHz  region  shown  in  Fig.  2(b)  reveal  quite  dif- 
ferent noise  output  in  regions  C and  H as  compared  to 
that  of  region  E,  where  the  LO  was  relatively  well  be- 
haved. In  region  C.  strong  self-beat  signals  were  de- 
tected, and  in  region  H,  an  excessively  high  “white” 
noise  spectrum  was  seen.  Mechanical  vibration  of  the 
diode  on  the  cooler  cold  head  probably  contributed  in 
part  to  this  noisy  performance;  however,  the  phenom- 
enon is  a general  property  of  diode  lasers,  as  we  have 
seen  similar  effects  with  diodes  mounted  in  a liquid- 
helium  Dewar. 
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Fig.  1.  Experimental  setup  used  for  diode-laser  heterodyne 
radiometry. 
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Fig.  2.  (a)  Heterodyne  signal  as  a function  of  diode-laser 

l(K'al-oscillat(>r  (LO)  current  (i.e.,  wavelength).  The  amplifier 
noise  level  was  about  a factor  of  2 less  than  the  lowest  level 
ob.served  with  LO  on,  as  shown  at  1.4  amp,  with  the  shutter 
closed,  (b)  Preamplifier  RF’  noise  spectra  in  the  0 to  1 GHz 
region  for  three  different  laser  currents  showing  LO  noise 
(noise  bandwidth  = 100  kHz). 


For  Fig.  2(a),  the  best  signal-to-noise  ratio  (SNR  = 
160  ± 20)  was  found  at  I 1.42  amp  (laser  frequency 
~942  cm"').  This  observed  SNR  is  only  a factor  of  6 
less  than  the  theoretical  SNR  of  1000  calculated  for  an 
ideal  (rj,  = 1)  10.6-nm  blackbody  heterodyne  radiometer 
from  the  expression, 

SNR  = 2vc(fiT/)'/2T„lexp(he/kr„B  - 1))"'; 

and  using  our  experimental  parameters,  Thh  = black- 
body  temperature  (1173  K),  B = IF  bandwidth  = 500 
MHz,  T/  = equivalent  integration  time  = irnc  of  a 
12-dB/oct  lock-in  amplifier'*’  = 0.4  sec.  A total  trans- 
mission factor  (T„)  of  0.077  was  due  principally  to  the 
beamsplitter,  filter,  and  chopper  transmission  factors 
of  0.,36,  0.62,  and  0.5,  respectively.  The  above  diode 


laser’s  SNR  performance  is  substantially  better  than 
that  generally  reported  for  systems  using  COa-laser 
LO’s,  which  is  mainly  due  to  the  higher  rie  (0.45)  of  our 
HgCdTe  photodiode. '®  This  result  is  very  encouraging, 
since  it  was  obtained  with  only  0.15  mW  of  diode-laser 
LO  power  on  the  photodiode  and  compares  favorably 
with  the  best  SNR  value  of  420  ± 20  that  we  obtained 
with  a C02-laser  LO.  This  quantum-noise-limited  CO2 
LO  performance  required  0.4  mW  of  CO2  power.  The 
factor  of  ~2.5  difference  in  SNR  between  the  diode  and 
the  C02-laser  LO’s  is  due  primarily  to  insufficient 
diode-laser  LO  power.  When  the  CO2  LO  power  was 
reduced  from  0.4  to  0.15  mW,  the  SNR  dropped  by 
about  a factor  of  2. 

Kostiuk  et  al. '''  have  discussed  various  degradation 
factors  in  practical  heterodyne  radiometers.  They  have 
shown  that,  for  the  case  of  insufficient  LO  power,  the 
optimum  beamsplitter  transmission-reflection  coeffi- 
cients (T  + R = 1)  should  be  in  the  40  to  50%  region.  In 
our  experimental  setup  (Fig.  1),  36%  (R)  of  the  total 
thermal  power  was  mixed  with  64%  (T)  of  the  LO.  'This 
arrangement  is  close  to  the  optimum  for  a single  de- 
tector. However,  van  de  Stadt'*  has  shown  that  a 
double-balanced  heterodyne  detection  system  can  re- 
cover this  beamsplitter  loss  factor.  Indeed,  we  have 
confirmed  this  recovery  factor  with  diode-  and  CO2- 
laser  local  oscillators.  Two  identical  HgCdTe  photo- 
diodes and  preamplifiers  were  placed  at  the  outputs  of 
a 50%  beamsplitter.  A wideband  transformer  was  used 
to  add  the  RF  signals  from  the  two  preamplifiers.  The 
SNR  for  this  double-balanced  detection  scheme  was 
about  1.85  times  that  obtained  with  a single  detector; 
thus  the  beamsplitter  loss  factor  of  0.5  was  essentially 
recovered. 

The  best  SNR  region  in  Fig.  2(a)  was  used  for  heter- 
odyne spectroscopy  of  ethylene.  First,  conventional 
diode-laser  spectroscopy'  was  performed  to  locate  the 
absorption  of  C2H4  in  this  frequency  region  by  placing 
a 10-cm  gas  cell  in  the  diode  laser  beam.  Figure  3(a) 
shows  the  transmission  signal  as  a function  of  diode- 
laser  current,  where  the  dominant  laser  mode  was  tuned 
through  several  C2H4  lines  near  942  cm"'.  Line-posi- 
tion and  laser-tuning  rates  were  established  by  heter- 
odyne calibration  with  the  P(22)  line  of  a stabilized  CO2 
laser.  Figure  3(b)  displays  the  line  spectra  obtained  by 
tuning  the  diode-laser  LO  over  the  same  range  in  a 
heterodyne  absorption  experiment  where  the  C2H4  cell 
was  placed  in  front  of  the  blackbody  source.  The  total 
scan  time  in  Fig.  3(b),  and  also  in  Fig.  3(a),  was  about 
200  sec.  The  desired  spectral  resolution  was  achieved 
by  reducing  the  IF  bandwidth  B accordingly.  For  Fig. 
3(b),  B was  reduced  to  300  MHz  by  placing  a low-pass 
RF  filter  between  the  preamplifier  and  the  RF  detector. 
The  observed  spectral  resolution  from  the  line  profile 
in  Fig.  3(b)  is  approximately  600  MHz  (0.02  cm"*),  in 
agreement  with  the  expected  resolution  of  2B.  'The 
quality  of  the  heterodyne  spectra  is  very  encouraging, 
as  it  was  obtained  passively,  without  transmitting  the 
laser  beam  through  the  C2H4  gas,  and  with  only  trc  = 
0.1  sec.  Total  acquisition  time  of  such  heterodyne 
spectra  could  be  greatly  reduced  with  the  aid  of  an  RF 
filter  bank''  ® at  the  output  of  the  preamplifier. 

In  summary,  we  have  demonstrated  that  high-per- 
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Fig.  3.  (a)  Direct  diode-laser  absorption  scan  of  three  C2H4 

lines  near  942  cm"*,  (b)  Heterodyne  absorption  scan  of  the 
above  lines  with  spectral  resolution  of  2R  = 600  MHz  (0.02 
cm"*). 


formance  heterodyne  detection  can  be  achieved  using 
a widely  tunable  diode-laser  LO.  Although  some  noisy 
frequency  regions  unsuitable  for  heterodyne  operation 
were  present  in  our  diode  laser,  the  diode-laser  system 
did  provide  good  heterodyne  detectivity  over  many 
wavenumbers.  With  only  moderate  improvements  in 
diode-laser  output  power  and  mode  quality,  their  per- 
formance as  heterodyne  receiver  LO’s  should  equal  that 
of  a CO  > laser,  but  with  the  advantage  of  wide  tunabil- 
ity. 

The  views  and  conclusions  contained  in  this  docu- 
ment are  those  of  the  contractor  and  should  not  be  in- 
terpreted as  necessarily  representing  the  official  poli- 
cies, either  express  or  implied,  of  the  United  States 
Government. 

This  work  was  supported  by  the  National  Science 


Foundation  (RANN),  the  Environmental  Protection 

Agency,  and  the  Department  of  the  Air  Force. 
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ABSTRACT 

A direct,  real  time,  video  to  digital  data  recording  NOVA  compatible  word  in  an  intermediate  buffer 
system  has  been  developed  at  Lincoln  Laboratory  to  which  is  then  transferred  into  core  memory.  A block 

record  lO/um  thermal  imagery  in  conjunction  with  an  of  5,476  data  points  is  written  onto  standard  9 track 

AGA  680  LW  camera.  This  device  is  now  being  used  magnetic  tape  at  the  end  of  each  camera  frame, 

to  study  the  thermal  characteristics  of  various  types  System  initialization  requires  only  the  adjustment 

of  natural  terrain  for  the  purpose  of  developing  tacti-  of  the  AGA  display  black  level  for  normal  picture 

cal  target  acquisition  techniques.  quality.  This  correctly  positions  the  digitization  in- 

This  data  recording  system  consists  of  an  Analog-  terval  while  the  black  level  voltage  provides  the  tem- 

Digital  interface,  NOVA  2/10  mini-computer  and  perature  offset . the  discrete  step  size  is  normally  set 

magnetic  tape  transport  and  is  designed  to  record  16  equal  to  the  noise  equivalent  temperature  of  the 

frames  per  second  at  an  87  kHz  digitization  rate  with  Thermovision  system.  The  final  data  format  consists 

8 bit  precision.  Computer  controlled  timing  circuits  of  a 74  x 74  picture  element  array  with  0.2*’C  tern- 

group  pairs  of  8 bit  data  points  into  a single  16  bit  perature  resolution  .mil  50“C  dynamic  range. 


INTRODUCTION 

Lincoln  Laboratory  lias  been  involved  in  the  developiiient  of  a variety  of  active  and  passive 
teclinuiiies  to  detect  and  locate  man-made  objects  in  natural  terrain.  This  led  to  a requirement 
lor  a system  capable  of  collecting  quantitative  data  in  the  K-12pm  atmospheric  window  region. 
Since  most  experiments  were  to  be  performed  at  remote  site  locations,  it  was  desirable  to  devel- 
op a method  of  digiti/.ing  and  analyzing  information  in  the  field.  The  result  was  a real-time 


digitization  system  using  state-of-the-art  techniques  to  record  data  generated  by  a AGA  680  LW 
camera  directly  on  a 9 track  digital  magnetic  tape  using  a minicomputer  as  an  intcmiediate 
storage  buffer. 

1.  Calibrated  film  recording 

DIGITIZATION  ALTLRNATIVtS  2.  Analog  magnetic  tape  recording 

The  majority  of  the  existing  and  proposed  digiti-  .V  Direct  digital  recording 

/ation  methods  fall  into  three  general  categories;  The  first  two  methods  require  an  intermediate 

■ " ■ analog  storage  mechatiism  and  post-exjx'riment  digt- 

This  work  was  sponsored  by  the  Defense  Advanced  tization  at  non-real-time  rates;  these  techniques  are 
Rescarcli  Projects  Agency  of  the  DepartiiK'iit  of  presented  schematically  in  Figures  la  and  1 b.  The  film 
Defense.  recording  method  has  the  advantages  of  simplicity 
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(lie  laboMlory.  A key  udvjiUage  of  this  system  is  the 
capability  of  instant  data  playback  and  analysis  which 
is  often  vital  in  non-repeatabic  experimental 
situations. 
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and  economy  for  those  laboratories  with  ready  access 
to  a microdensitometer.  However,  m many  respects 
this  is  the  least  desirable  of  the  three  alternatives 
owing  to  the  inherent  non-linearity  and  low  informa- 
tion density  of  photographic  film  nr  plates.  Magnetic 
analog  tape  recording  systems  eliminate  these  prob- 
lems, but  still  require  two  separate  steps  to  produce  a 
computer  compatible  digital  tape. 

Figure  Ic  illustrates  the  direct  digitization  concept. 
The  infrared  camera  video  is  digitized  in  real-time  by 
fast  A/D  converters  and  transferred  directly  to  stan- 
dard 9 track  digital  tape, thus  eliminating  the  need  for 
duplicate  analog  tape  recorders  at  field  sites  and  in 


EQUIPMENT 

The  real-time  infrared  data  collection  system  con- 
structed by  Lincoln  Laboratory  is  pictured  in  Figure 
2.  It  consists  of  five  major  components: 

1.  An  AGA  680  LW  camera  operating  in  the  8-12 
^m  spectral  waveband.  This  device  has  an  8°  x 
8®  lens  with  a 1.3  mr  instantaneous  field  of 
view.  The  noise  equivalent  temperature  of  this 
unit  is  less  than  0.2®C. 

2.  An  analog  to  digital  interface  package  contain- 
ing a IfiS  8 bit  A/D  converter,  a 16  bit  hardware 
output  buffer,  and  data  clocking  circuitry 
which  generates  2.450  sixteen  bit  words  during 
each  camera  frame. 

3.  A Data  General  NOVA  2/10  mini-computer 
with  a 32,000  word  memory.  This  device  has  a 
16  bit  parallel  1/0  central  processor  with  a high 
speed  direct  memory  access  channel  capable  of 
transferring  in  excess  of  500,000  words  per 
second . 

4.  A Datum  formatter-controller  which  converts 
the  16  bit  NOVA  words  to  the  standard  8 bit 
IBM  tape  format. 

5.  A Wangco  9 track  digital  tape  recorder  r^perat- 
ing  at  1600  BPI  density  at  75  IPS.  The  maxi- 
mum writing  speed  of  this  recorder  is  120,000 
eight  bit  words  per  second  under  continuous 
data  transfer  conditions. 

Interaction  with  the  NOVA  computer  for  post- 
experiment  data  review  and  analysis  is  achieved 
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through  the  use  of  a Teletype  unit  which  is  also  shown 
in  this  figure.  In  addition  to  numerical  output,  crude 
gray  scale  pictures  can  be  generated  by  the  Teletype 
which  can  be  compared  with  the  AGA  analog  display 
for  immediate  conformation  of  proper  system  oper- 
ation. 

DATA  RECORDING  TECHNIQUE 

The  inherent  spatial  resolution  of  the  AGA  680 
camera  yeilds  a 100  x 100  picture  element  field  for  a 
total  of  10,000  discrete  data  points.  However  only  70 
lines  are  generated  by  each  frame;  a complete  infrared 
picture  requires  at  least  two  or  three  interlaced  scans 
out  of  a full  7 frame  field*.  The  simplest  and  most 
direct  method  of  digitizing  these  data  involves  a 70  x 
70  sampling  each  frame,  producing  a 4900  discrete 
element  field  with  1 .9  mr  resolution. 

Tlte  collection  of  70  data  points  during  a 400  /as 
line  scan  is  equivalent  to  an  instantaneous  sampling 
rate  in  excess  of  170  kHz,  well  above  the  upper 
writing  speed  limit  of  most  commercially  available 
digital  tape  recorders.  On  the  other  hand,  state-of- 
the-art  A/D  converters  and  minicomputers  with  high 
speed  data  channels  can  easily  digitize  and  store  small 
blocks  of  data  at  rates  up  to  I MHz.  The  key  concept 
in  the  solution  to  the  real  time  digital  recording  prob- 
lem is  the  use  of  a dedicated  minicomputer  to  tempo- 
rarily store  single  frames  of  data  prior  to  their  transfer 
to  magnetic  tape.  The  result  is  that  a 4900  element 
field  can  be  recorded  16  times  per  second  at  a con- 


stant 80  kHz  data  transfer  rate,  which  is  well  within 
the  capability  of  several  moderately  priced  digital 
tape  drives  now  available. 

Figure  3 is  a functional  block  diagram  of  the  real- 
time recording  system  pictured  in  Figure  2.  Video 
signals  taken  from  the  camera  accessory  plug  are 
conditioned  prior  to  recording  by  adjustment  of  the 
picture  black  level  to  produce  a normal  image  on  the 
AGA  analog  display.  The  signal  then  passes  through 
the  offset  and  gain  circuit  shown  in  Figure  4 which 
places  it  within  the  input  range  of  the  8 bit  analog  to 
digital  converter.  The  circuit  gain  is  designed  to 
match  the  digital  step  size  to  the  noise  equivalent 
temperature  of  the  infrared  system,  resulting  in  a 
50'’C  dynamic  range  with  0.2‘^C  temperature  resolu- 
tion. 
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A 1()  bit  liarilware  bulk'r  lolliiws  ilio  A/1)  convert- 
er allowmy  Icinporjry  sltii.i^c  ol  two  H bit  words  lor 
subscriuent  transl'cr  to  tlic  1(>  bit  word  length  NOVA 
memory.  The  timing  eiicuit  desciibed  in  Figure  5 
receives  the  In  and  frame  sync  pulses  from  the  A(iA 
()80  unit  and  generates  time  gates  regulating  the  How 
ol  digitized  nifotmation  from  the  hardware  interface 
to  computer  core  niemoiy  dining  the  camera’s  active 
scan  period 

Computer  input  and  output  is  handled  by  a high 
speed  data  channel  which  takes  first  piiority  in  a cott- 
trol  heirarchs  which  is  shown  in  Figure  6.  A data 
channel  requcsi  generated  eiiliet  by  the  A/1)  interface 
or  the  magnetic  tape  drive  controller  momentarily 
halts  all  computer  operations  guaranteeing  uninter- 
rupted information  transfer.  A low  priority  software 
program  continuously  performs  routine  functions 
such  as  reseting  Hags  and  counters;  its  mam  task  is 
the  switching  of  the  read  and  write  buffer  addresses 
when  program  interrupts  signal  that  these  functions 
have  been  completed  .\  total  of  (i(K)  words  ol  soft- 
ware memory  is  allocated  to  these  control 
algorithms. 

I'wo  software  buffers,  each  capable  of  storing  a 
single  frame  of  AGA  data  and  occupsing  a total  of 
5500  words  of  NOVA  memory,  form  the  core  of  the 
real-time  digital  recording  system.  Data  is  written 
onto  one  memory  block  during  the  active  scan  period 
of  the  infrared  camera  while,  simultaneously,  the  pie- 
vious  frame  is  read  by  the  magnetic  tape  imit.  Thus, 
data  transfer  to  tape  lags  the  camera  video  signal  by  a 
full  frame,  proceeding  at  an  uninterrupted  average 
rate  of  78,400  eight  bit  words  per  second.  Conversion 
of  the  NOVA  16  bit  words  to  tape  compatible  8 bit 
format  is  performed  in  the  computer  output  interface 
by  a commercially  available  formatter-controller. 

SYSTEM  PERFORMANCE 

The  performance  of  the  real-time  digitization 
system  can  be  summarized  by  the  following  list: 

1 . 8°  X 8*^  field  of  view. 

2.  1.9  mr  instantaneous  field  of  view. 

3.  70  X 70  data  format. 

4.  16  frame  pet  second  data  rate. 

5.  256  digital  step  precision  (48  db  S/N)  giving  a 
50®C  temperature  dynamic  range  with  0.2^C 
resolution. 

6.  9600  frame  storage  capacity  allowing  10  min- 
utes of  continuous  recording  on  a single  10  inch 
digital  tape. 

The  picture  quality  achievable  with  this  system 
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can  be  best  illustrated  fay  the  series  of  photographs 
appearing  in  Figure  7.  Figure  7a  was  produced  by  an 
inexpensive  computer  terminal  device,  using  the  stan- 
dard ASCII  character  set,  to  demonstrate  the  feasibil- 
ity of  producing  crude  gray  scale  images  in  the  field. 
Figure  7b,  7c,  and  7d  were  generated  in  the  labora- 
tory on  a RAMTEK  color  monitor. 

Finally,  it  should  be  noted  that  the  70  x 70  data 
format  currently  employed  does  not  represent  the 
ultimate  spatial  resolution  achievable  with  this  system. 
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The  utilization  of  an  intermediate  frame  storage  buff- 
er effectively  removes  any  digitization  rate  restric- 
tions imposed  by  tape  drive  writing  speed  limitations, 
allowing  data  blocks  of  any  size  to  be  recorded  as 
long  as  the  average  data  transfer  speed  to  tape  is  held 
nO.OOO'words  per  second.  Plans  are  now  being  made 
to  double  the  A/D  digitization  rate  and  to  interlace 
two  successive  frames  to  produce  a 140  x 140  data 
point  Held  which  would  be  recorded  at  a 4 Held  per 
second  frame  rate. 

CONCLUSIONS 

A direct,  real-time  digitization  system  has  been 
developed  for  the  ACA  680  camera  which  records  16 
frames  per  second  with  a 70  x 70  data  point  format 


onto  a standard  9 track  digital  tape.  In  its  present 
configuration  the  recording  capability  is  roughly 
comparable  to  that  of  an  80  kllz  analog  recorder,  but 
offers  the  added  advantage  of  providing  the  user  with 
immediate  post  experiment  data  analysis.  Although 
this  prototype  system  cannot  match  the  portability  of 
the  newer  analog  recorders,  it  is  expected  that  ad- 
vances in  microprocessor  and  tape  transport  tech- 
nology will  make  it  possible  to  construct  a rugged, 
liglitwcight,  direct  digitization  unit  in  the  very  near 
future. 

ACKNOWLEDGMENTS 

We  arc  indebted  to  Mr.  Harvey  Buss  for  the  devel- 
opment of  (he  multicolor  display  algorithms  used  to 
generate  the  infrared  images  appearing  in  this  report. 


REFERENCES 

* D.  Dorratcague,  "Thermovision  Digital  Data  Processing”,  Proceedings  of  the  Second  Biennial  Infrared  Infor- 
mation Exchange,  St.  Louis,  Missouri,  August  27-29,  1974. 


197 


32 


PHOTOGRAPHIC  SCENCE  AND  ENGINEERINQ  • Volume  21.  Number  3.  May/June  1977 


Interferometric  Evaluation  of  the  Imaging  Characteristics  of  Laser  Beams  Propagated  Through 
the  TurtMjlent  Atmosphere* 

D.  KcImII 

Lincoln  Laboratory.  Massachusans  mstitule  ol  Technology.  Lexington.  Massachusetts 

rapid,  real-time,  accurate  field  measurements  of  the  OTF  has 


Fast  and  continuously  shearing,  very  stable,  triangular  interferome- 
ters for  making  accurate  real-time  measurements  in  field  environ- 
ments at  visible  and  infrared  wavelengths  have  been  developed  and 
used.  The  techniques  employed  are  reviewed,  an  outline  of  their 
general  properties  is  given,  and  some  experimental  work  is  described. 
The  degradation  of  laser  beams  when  propagated  through  a turbulent 
atmospheric  medium  has  been  measured.  A .series  of  modulation 
transfer  function  (MTF)  measurements  in  wind  tunnels  and  on  jet 
aircraft  has  been  carried  out.  and  image  analysis  and  evaluation  of 
representative  data  will  be  discustted. 


Introduction 

Optical  image  evaluation  and  in  particular  the  measurement 
of  the  Optical  Transfer  Function  (OTF)  has  usually  involved 
sophisticated  laboratory  measurements,  carried  out  under 
laboratory  conditions,  where  steps  to  minimize  vibration  and 
air  turbulence  were  necessary.  One  of  the  major  objectives  of 
the  efforts  devoted  to  developing  the  OTF  measuring  tech- 
niques over  the  last  .30  years  has  been  the  setting  up  of  accu- 
rate procedures  and  standards,  so  that  optical  systems  or 
devices,  whether  mass-produced  by  an  optical  company  or  a 
specialized  one-of-a-kind  optical  system,  could  be  uniquely 
and  accurately  characterized. 

In  practice,  optical  systems  are  very  often  set  up  and  aligned 
in  field  environments,  where  they  have  different  properties 
than  when  used  in  the  laboratory.  The  measurement  of  per- 
formance may  also  include  that  of  the  environment,  as  well 
as  including  noise  and  disturbances  arising  from  being  used 
in  a field  situation.  Thus,  with  the  now  widespread  use  of  laser 
systems  in  many  developments  from  alignment  devices, 
communication  systems,  pollution-measuring  projects,  to 
propagation  studies  through  the  atmosphere,  the  need  for 
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arisen. 

It  was  first  shown  by  Hopkins^  that  the  OTF  can  be  directly 
measured  by  means  of  a lateral  shearing  interferometer,  using 
a monochromatic  light  source.  With  the  advent  of  lasers, 
emitting  coherent  radiation  over  a wide  range  of  visible  and 
infrared  wavelengths,  the  interferometric  technique  appears 
to  be  ideally  suited  to  OTF  measurements  at  single  wave- 
lengths. Many  interferometric  systems  have  been  described 
already  in  the  literature,'^'' ' although  in  most  cases  these  in- 
struments are  not  suitable  for  routine  optical  testing  or  for 
field  use.  More  recently,  a corner-cube  shearing  interferometer 
was  constructed  for  making  Mixlulation  Transfer  Function 
(MTF)  measurements  onboard  a KC-1.3.‘)  jet  aircraft.'-  In 
investigations  into  the  characteristics  of  optical  imaging 
through  turbulent  air  paths,  a series  of  experiments  has  been 
carried  out  by  MIT  Lincoln  Laboratory  in  wind  tunnels  and  | 

from  jet  aircraft.  In  the  present  paper,  a review  of  the  shearing  I 

interferometric  technique  that  has  been  developed  for  this  ] 

purpose  will  be  given,  and  a brief  account  of  tbe  type  of  data  ' 

that  has  been  obtained  shown,  to  demonstrate  the  capability 
of  this  method  to  obtain  OTF  measurements  in  difficult  field 
conditions. 

Imaging  through  the  turbulent  atmosphere  is  such  that  the 
OTF  rapidly  changes  from  one  instant  to  the  next.  In  wind 
tunnels  and  in  the  turbulent  air  media  around  airborne  jet 
aircraft  for  example,  the  optical  degradation  of  a beam 
through  such  paths  changes  at  least  as  fast  as  1 msec  in  many 
instances.  A common  path  lateral  shearing  triangular  con- 
figuration interferometer  has  been  developed  which  is  ex- 
tremely stable,  even  in  environments  where  large  vibrations 
are  present,  and  requires  no  adjustment  in  use.'-*  '^  This  fast 
scanning  interferometer  (FSI)  continuously  measures  the 
complf  te  OTF  curve  in  about  1 msec,  in  real  time,  and  allows 
recording  of  the  OTF  data  at  the  rate  of  14,400  complete 
curves  every  minute.  Several  instruments  have  been  built  for 
operation  in  either  (or  both)  the  visible  or  infrared  wavelength 
region  up  to  10.6  microns.  The  present  FSI  units  have  b^n 
used  only  to  obtain  the  MTF  curve  to  date,  but  the  systems 
also  provide  data  to  yield  the  phase  transfer  function.  In  ad- 
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dition,  the  systems  yield  angle-of -arrival  measurements,  such 
as  in  those  experiments  involving  propagation  paths  through 
the  atmosphere,  or  where  vibration  of  optical  parts,  tracker 
errors,  or  other  disturbances  may  be  producing  wavefront  tilts. 
The  MTF  data  are  independent  of  the  wavefront  tilt  or 
pointing  direction,  and  are  not  affected  by  such  disturbances. 
A brief  review  of  the  FSl  system  is  given  here  followed  by  a 
discussion  of  data  obtained  using  this  technique. 

Method  of  Operation  of  the  FSI 

The  OTF  can  be  measured  directly  using  a lateral  shearing 
interferometer  which  performs  an  autocorrelation  operation 
on  the  complex  amplitude  over  the  pupil  of  a coherent  optical 
beam.'*  The  total  flux  in  the  interferogram,  F{i,s,<t>)  can  be 
expressed  as; 

F{i,s.4>)  * 1 |/J(.s.0)|  cos|fei  + 01 

where  k is  the  wavelength  constant  and  i is  the  path  difference 
in  the  interferometer  between  the  two  interfering  beams.  Tbe 
two  interfering  beams  are  laterally  displaced  by  an  amount 
s (the  shear)  and  0 represents  the  direction  of  shear  along  a 
diameter  of  the  entrance  pupil  to  the  interferometer  (or  azi- 
muth angle).  The  shear  parameters  is  given  by  s = X/f/sin  «, 
where  X is  the  radiation  wavelength  (in  mm),  R the  spatial 
frequency  in  the  image  space  (cycles/mm),  and  a is  the  half- 
angular  subtense  in  the  image  space.  |D(s,(/i)|  is  the  MTF  and 
x(s.0}  is  the  phase  transfer  function. 

If  in  the  triangular  interferometer,  both  s and  4 are  made 
to  vary  simultaneously  and  linearly  with  time  at  a uniform 
rate,  then  the  total  flux  in  the  output  interferogram  (inte- 
grated over  the  complete  sheared  interferogram)  produces  a 
modulated  carrier  signal.  The  modulation  of  the  carrier  signal 
is  a direct  measure  of  the  MTF  and  the  phase  (or  zero  crossing 
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Figure  2.  FSI  signals  recorded  on  tape. 


points)  of  the  carrier  signal  determines  the  phase  component 
of  the  OTF.  The  carrier  signal  frequency  itself  depends  upon 
the  rate  of  change  of  ki.  This  technique  is  described  in  more 
detail  in  refs.  13  and  14. 

In  practice  a collimated  beam  is  divided  into  two  parts  at 
a beam  splitter  B and  reflected  at  two  mirrors  Ml,  M2  ar- 
ranged to  form  a triangular  interferometer  (Fig.  1).  These  two 
beams  traverse  the  triangular  path  in  opposite  directions,  to 
recombine  and  interfere  at  the  beam  splitter  where  they 
produce  an  interferogram.  The  total  flux  in  this  exiting  in- 
terferogram is  collected  and  made  to  impinge  on  a radiation 
detector.  A plane  parallel  micrometer  plate,  located  between 
Af  1 and  M2,  is  rotated  rapidly  at  high  speed.  As  it  does  so  the 
two  beams  traversing  the  interferometer  are  laterally  sheared 
and  undergo  a relative  path  length  (4)  change.  The  two  beams 
make  an  angle  Ad  = 0|  — 02  to  each  other,  and  Ad  is  maintained 
constant  as  the  micrometer  plate  rotates,  although  it  can  be 
easily  and  accurately  changed  by  a micrometer  which  rotates 
the  pivoted  plate  about  a pivot  point  A on  which  the  triangular 
interferometer  is  mounted.  It  can  be  shown'*  that  the.relative 
path  difference  4 between  the  two  beams  traversing  the  mi- 
crometer plate  as  it  rotates  is  given  by 

‘ 4 = |((M-l))l/2a|(d,  ■fd.2).Ad  (2) 

and  that  the  total  lateral  shear  s of  the  two  beams  is  given 
by 

.s  =2|1(f.- lU|/(Mh)|(d,  ■fd2)  (3) 

This  of  course  is  an  approximation,  assuming  small  angles  of 
d,  where  11  is  refractive  index  of  the  shear  plate,  t is  the  plate 
thickness,  and  h is  the  beam  diameter.  Therefore  both  s and 
4 vary  linearly  with  d,  the  rotation  of  the  shear  plate,  and  the 
output  signal  from  the  interferometer  consists  of  a signal 
having  a constant  carrier  signal  frequency  (depending  on  the 
value  of  Ad).  The  amplitude  modulation  of  this  signal  yields 
the  MTF  and  the  phase  of  each  cycle  of  the  carrier  signal 
frequency  is  a measure  of  the  phase  transfer  function.  The 
carrier  signal  frequency  can  he  set  at  any  level  from  zero  to 
many  hundred  kilohertz  by  turning  the  pivot  plate  which 
determines  the  value  of  Ad.  An  encoder  signal  (216  KHz)  and 
an  index  pulse  (set  to  coincide  with  shear  zero)  are  generated 
as  the  shear  plate  is  rotated  (by  an  encoder  system  coupled 
to  tbe  shear  plate  rotater  motor),  as  well  as  standard  IRIG 
time  code  signals,  which  are  all  recorded  on  an  M magnetic 
tape  recorder  together  with  the  MTF  data.  Thus  accurate 
shear  axis  calibration,  and  location  of  tbe  exact  time  an  MTF 
curve  was  measured,  can  be  determined,  after  inputting  all 
the  information  recorded  to  a computer.  Typical  signals  from 
the  FSI,  plus  the  IRIG  B time  c(xle  signals  which  are  normally 
recorded  on  tape  during  measurements  are  shown  in  Fig.  2. 

The  FSI  is  designed  primarily  to  operate  with  single 
wavelength  lasers,  at  any  wavelength  in  the  visible  and  in  the 
infrared,  but  the  design  is  optimized  for  specific  wavelengths 
and  polarizations  (or  unpolarized  radiation).  (If  the  wrung 
wavelengths  or  polarizations  are  used,  then  errors  due  to  ghost 
images,  spurious  signals,  and  decrea.sed  fringe  visibility  may 
arise.)  Visible  and  infrared  versions  of  the  FSI  must  employ 
different  optical  materials,  optical  coatings,  and  detectors.  In 
practice,  a hybrid  unit  has  been  built  in  which  only  the  pivot 
plate  (on  which  the  triangular  optical  components  are 
mounted),  and  detector  are  changed  to  convert  from  visible 
to  infrared  operation.  The  .same  alignment  is  maintained. 

The  infrared  FSI  employs  a ZnSe  beam  splitter,  a ZnSe 
shear  plate,  a BaF2  imaging  lens,  and  a HgCdTe  detector 
system.  It  operates  exactly  like  the  visible  models  of  the  in- 
terferometers except  that  the  detector  is  located  at  the  eye- 
piece position  (with  which  it  can  be  rapidly  interchanged) 
indicated  in  Fig.  1.  The  compact  infrared  detector,  mounted 
in  a dewar,  employs  a demand-flow  nitrogen  gas  cryogenic 
system,  which  is  rugged  and  very  stable,  highly  sensitive,  and 

Krlsall 


124  Photographic  .Science  and  Engineering 


34 


69  mm  QuESfAR 
(X~6328nm) 


0 

(Q) 


100  mm  IR  TCLESCOPt 
1 X - 10  6 /*m ) 

0 

(til 


Kigure  3.  Real-time  M I'K  display. 

ready  tor  operation  within  HO  sec  of  turning  on  the  N_>  supply. 
The  signal  from  the  infrared  detector  is  fed  to  a matched 
preamplifier  whose  output  can  be  Uxiked  at  on  an  oscilloscope, 
or  recorded  on  an  KM  magnetic  tape  recorder  in  the  same  way 
as  the  visible  KSI.  The  recorded  output  MTK  data  from  both 
visible  and  infrared  versions  of  the  F'Sl  are  treated  in  exactly 
the  same  way.  and  are  first  peak-detected  electronically.  In 
F’ig.  .'1  MTK  curves  both  before  and  after  peak  detection  are 
shown  for  two  different  telescopes,  one  tested  at  t5H2.8  nm  in 
the  visible  and  the  second  at  lO.fi  microns.  7'hus  real  time 
MTK  curves  are  immediately  available  and  can  he  photo- 
graphed from  the  oscilloscope.  Rapid  and  accurate  focusing 
of  the  telescope  can  lie  carried  out  in  real  time,  and  data  taken 
directly  from  the  oscilloscope,  as  shown  in  Kig.  4.  where  sam- 
ples of  MTK  data  from  a fast  defocus  run  are  shown.  This  is 
particularly  important  where  data,  as  is  the  case  of  propaga- 
tion through  the  atmosphere  is  continually  and  rapidly 
changing.  In  certain  experiments,  a real  time,  on-line,  signal 
averager  can  be  used  to  smcmth  out  rapid  atmospheric  lluc- 
tuations.  The  peak-detected  data  whether  single  scan  or  av- 
eraged MTK  are  then  digitized  and  put  into  the  computer. 

White  Li|{ht  Operation 

This  particular  technique  to  measure  O'l’K  functions  in  field 
environments  has  certain  highly  desirable  properties.  It  is 
simple  to  operate,  needs  no  internal  alignment  (it  is  a common 
path  interferometer)  over  long  periods  of  time  (in  terms  of 
years),  and  essentially  freezes  out  external  vibrations  because 
of  the  rapidity  of  .scan  and  indeiH'iidence  of  the  M I'K  envelo|)e 
from  the  angle-of-arrival.  The  carrier  frequency,  which  is 
determined  by  the  pivot  plate  angle  A((.  can  be  selected  by  a 
micrometer  adjustment  which  rotates  the  pivot  plate  by  an 
amount  AO  (up  to  about  ±4°).  Kor  a diffraction  limited  89  mm 
diameter  Questar  telescope  whose  central  obscuration  is  o = 
(),.'!4.  a .series  of  MTK  curves  for  increasing  angles  AO  of  the 
pivot  plate  are  shown  in  Kig.  ."i.  The  modulation  envelope 
(which  is  the  same  for  all  angles  of  AO  the  only  changes  lieing 
in  the  carrier  frequency),  for  the  4 right-hand  curves  (with  low 
carrier  signal  frettuency)  is  shown  superimposed  over  them. 
The  MTK  (the  modulation  envelope)  is  independent  of  the 
carrier  signal  frequency,  and  the  envelope  is  traced  out  by  the 
peaks  of  the  carrier  signal. 

Now  consider  the  case  where  the  light  source  is  no  longer 
a laser  narrow  band  source,  but  a fairly  wide  band  white  light 
source.  F’roviding  the  carrier  signal  frequency  is  kejit  very  low 
(as  on  the  right-hand  side  of  Kig.  .“i)  then  the  MTK  can  be  ob- 
tained hy  tracing  out  the  modulation  envelope,  with  the  sec- 
ond or  third  cycle  (as  the  carrier  signal  frequency  is  changed 
hy  changing  AO.  slowly  turning  the  pivot  plate).  The  condition 
(or  tolerance)  for  doing  this  is  easily  calculated  from  Kqs.  (2) 
and  (H).  Thus  it  is  easily  calculated  that 


A.S  _ -ill  _ ~l  An  _ — w 

■s  f>  M (m  ~ 11  0 

where  Af>  represents  the  maximum  path  length  difference  for 
the  two  wavelengths  A|  and  and  A.s  represents  the  maxi- 
mum shear  difference  for  the  same  two  wavelengths.  The 
bandwidth  of  the  source  light  is  A\  = — X|  and  An  repre- 

sents the  variation  in  refractive  index  for  the  wavelengths  Xi, 
X-j  of  the  glass  of  the  shear  plate — or  more  exactly  w = Aniin 
- 1)  is  the  dispersive  power  of  the  glass,  which  in  practice 
should  be  cho.sen  to  be  small.  Kor  a crown  glass,  taking  w = 
0.021.  and  n ~ l-b  the  tolerance  expression  for  Rq.  (4)  be- 
comes 


A,s- 


= 0.0)4 


This  represents  approximately  a 1%  error  in  both  shear  and 
path  length.  The  effect  of  path  length  error  contribution  to 
an  error  in  the  M'FK  is  now  readily  calculated  from  Eq.  ( 1 ) as 
follows: 
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Figure  .I.  Variation  of  carrier  frequency  with  pivot  plate  rotation 
(A((i. 
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KiRuro  t).  KiisI  M I'F  scans  thruugh  NASA  Ames  1 1 It  X 1 1 tl  iransniiu 
wind  tunnel. 

where  ADis.ip)  represents  the  error  in  the  mepsiired  MTK.  For 
example  to  estimate  the  error  in  the  M’l'F  due  to  this  wide 
spectral  source  at  .s  = 1 . take  the  first  cycle  of  the  carrier  signal 
(after  the  .s  = 0 position)  and  assume  this  traces  out  the  en- 
velope of  the  MTF  as  it  slides  along  the  .s-axis  (as  the  carrier 
frequency  changes).  Putting  iS  = 1 A,  AA  = 0.014  X A it  follows 
I that  < 0.04  (where  for  a circular  aperture  />(.<,</>)  < 

0.;I9). 

In  this  manner,  the  FSI  system  described  here  can  be  uti- 
lized. to  look  at  star  sources,  in  order  to  make  MTF  mea- 
surements through  the  earth’s  atmosphere.  Some  preliminary 
! experiments  have  been  carried  out.  but  the  intent  here  is 


Figure  7.  Fast  MTF  scan  through  NASA  Ames  1 1 ft  X 1 1 0 transonic 
wind  tunnel 
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F’igure  K.  Fast  MTF  scans  through  NASA  Ames  fi  ft  X 6 ft  supersonic 
wind  tunnel. 


simply  to  indicate  how  "white  light"  measurements  can  be 
made  with  this  type  of  interferometer,  and  to  indicate  the 
accuracy  of  such  measurements. 

(iieneral  Discussion 

It  has  been  recognized  for  many  years  that  for  optical  sys- 
tems there  are  several  variables  such  as  wavelength,  best  focal 
plane,  field  angle.  F stop,  for  which  the  MTF  must  be  mea- 
sured. Not  only  does  this  imply  that  probably  several  hun- 
dreds of  MTF  curves  are  neces.sary  for  any  one  optical  system, 
but  in  order  to  handle  .such  a large  amount  of  measured  data, 
a compatible  computing  capability,  coupled  with  rapid,  con- 
tinuous measurement,  and  large  data  handling  capability  are 
necessary. 

While  emphasis  has  Ix'en  previously  placed  on  "white  light" 
measuring  systems  in  the  past,  since  “white  light”  in  practice 
depends  on  the  spectral  composition  (both  of  the  sources,  the 
transmission  path,  and  the  receiver),  it  is  often  more  logical 
to  measure  the  single  spectral  MTF  over  all  wavelengths,  and 
then  compute  "white  light"  performance  according  to  the 
desired  spectral  composition  for  each  case.  The  FSI  inter- 
ferometer discussed  above,  was  primarily  developed  for  use 
with  single  wavelength  laser  radiation. 

In  order  to  demonstrate  the  performance  of  the  FSI  in  ob- 
taining MTF  data  under  adverse  field  conditions,  a brief 
outline  of  two  experiments  to  mea.sure  the  optical  degradation 
caused  by  a turbulent  airflow  is  discussed. 

The  purpose  in  showing  only  samples  of  data  from  different 
experiments  here  is  to  give  simply  representative  viewpoints 
of  the  types  of  measurements  and  meth(xls  of  data  reduction 
that  are  presently  l)eing  employed.  There  is  no  intention  here 
of  reporting  on  these  experiments,  and  therefore  no  details 
of  this  work  are  included  here.  Some  data  taken  in  wind- 
tunnel  experiments,  and  on  a Lear  Jet  airplane  in  flight  will 
he  outlined  below. 

MTF  Measurements  in  Wind  Tunnels 

In  an  experiment  to  examine  the  optical  characteristics  of 
a 2.'r-mm  diameter  HeNe  la.ser  beam  passing  through  a wind 
tunnel,  MTF  measurements  were  made  using  the  FSI  system, 
as  the  operating  conditions  of  the  wind  tunnel  (changing  air- 
flow speed  and  the  associated  Reynolds  number)  were  varied. 
Data  for  two  different  tunnels  (a ) the  NASA-Ames  1 1 ft  X 1 1 
ft  transonic  tunnel  and  {b)  the  NASA-Ames  6 ft  X 6 ft  su- 
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Kigurp  II.  Optical  schematic  Lear  jet  experiment 


Figure  9.  C'nmputer  write  and  average  program  output,  wind-tunnel 
Ixmndary  layer.  MTF  measurements.  (Turbulence  generator:  N.■^S.^ 
FINSI  tS9-mm  optics.  632.8  nm.  M 0.9.  R 4 X U>*’.) 


personic  wind  tunnel  are  shown  in  Figs.  6-8  for  a range  of 
Mach  number  (airflow  speeds)  from  zero  to  2.0.  The  MTF 
measurements  shown  are  single  scan  runs  (showing  2 MTF 
curves  back-to-back  taken  in  less  than  2 msec),  and  it  is  clear 
that  while  the  turhulence  in  the  tunnel  is  instantaneously 
"frozen"  during  the  measurement,  the  temporal  variations 
(over  I msec  time  frames)  are  readily  observed.  In  these  runs 
the  6 ft  X 6 ft  tunnel  is  seen  to  have  lietter  imaging  properties 
than  the  1 1 ft  X 1 1 ft  tunnel.  The  performance  of  the  1 1 ft  X 
1 1 ft  tunnel  was  seen  to  be  poorest  between  0.7  and  0.8  Mach 
numbers  and  then  improved  for  higher  airflow  speeds. 

In  practice  these  data  after  being  recorded  on  magnetic  tape 
are  processed  by  computer  first  U)  print  out  a series  of  MTF 
data  and  to  take  averages.  A .sample  of  the  write  and  average 
program  output  for  an  MTF  measurement  conducted  in  the 
6 ft  X 6 ft  wind  tunnel  is  shown  in  Fig.  9.  These  printouts  of 
20  consecutive  MTF  curves  shown  here,  allow  a "quick-liKik" 
evaluation  of  the  recorded  MTP'  data.  In  the  same  format, 
averaged  MTF  data  are  also  printed  out.  We  may  then  select 
any  samples  of  these  data,  and  have  the  computer  printout 
any  individual  MTF  curve,  compare  it  with  a calihration  curve 
or  a series  of  other  data  measured  as  shown  in  Fig.  10,  where 


TIME 

19  6 10  IS7  THRU  19  6 11  834 
S 21  13  169  THRU  3 2t  16  833 
3 21  13  <69 


CURVE 

1 R 163  PLOT  AV 
8R  183  PLOT  AV 
8R  <85  PLOT  S 


RUN  53  3 TO  23 

RON  50  3 TO  23 

RUN  50  PRAME  3 


NASA  6-  A 6ft  WIND  TUNNEL 

89fn(fi  OPTICS  X-632  8nm 
M-09  R-4  « E* 


1*301 


AVERAOE 

•SO 


Figure  10.  Computer  MTF  plots. 


Figure  13.  FSI  inside  l-ear  jet. 
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Fifcure  U.  I.earjel  fast  scan  MTKdata  Krtime  12;4.!:22.419. 

a single  scan,  an  averaged,  and  a calibration  curve  are  com- 
pared. The  computer  keeps  track  of  the  time  the  data  were 
taken,  and  prints  out  this  information.  In  this  way,  a very  large 
amount  of  data  can  be  bandied,  processed  and  compiled. 

MTF  Measurements  in  a Lear  Jet  Airplane 

In  an  experiment  to  explore  the  airflow  near  the  skin  of  an 
airplane,  the  FSI  was  mounted  in  a Lear  Jet  aircraft  and  an 
airfoil  mounted  outside  a window  in  the  airstream  to  htild  a 
.small  mirror  about  2.'i  cm  away  from  the  skin.  An  optical 
schematic  (Fig.  11)  shows  how  the  optical  degradation  in  the 
boundary  layer  airstream  between  this  mirror  and  the  aircraft 
window  can  he  examined,  obtaining  MTF  measurements.  The 
diameter  of  the  optical  beam  in  this  case  was  24  mm.  A pho- 
tograph of  the  Lear  Jet  airplane  is  shown  in  F’ig.  12  in  which 
the  airfoil  mounted  outside  the  window,  located  near  the  entry 
d(X)r  can  just  be  seen.  Tbe  mounting  of  the  FSI  and  the  optics 
for  the  autocollimation  system,  and  laser  source  are  shown  in 
Fig.  13.  The  electronics  are  mounted  in  the  rack  on  the  left. 

The  flight  conditions  could  he  varied,  and  the  effect  on  the 
MTF  could  be  observed  in  real  time,  focus  adjustments 
quickly  and  accurately  made,  as  well  as  recorded  data  being 
obtained  for  later  data  analysis.  For  Hun  20  for  example,  two 
samples  of  single  scan  MTF  data  are  shown  in  Figs,  14  and  1.5 
(the  flight  conditions  for  this  run  {#20)  are  indicated  in  Fig. 
16)  plotted  out  by  the  computer.  In  Fig.  14,  only  a small  deg- 
radation of  the  MTF  was  observed,  hut  in  Fig.  15  only  1.4 16 
sec  later  (see  the  time  printouts)  a very  large  degradation  was 
observed — even  though  no  change  in  flight  conditions  oc- 
curred. The  highest  MTF  data  for  any  given  flight  condition 
could  be  readily  chosen  (selecting  a frame,  and  line  number 
from  print  outs  such  as  in  Fig.  14),  and  the  resultant  curve 
printed  out  by  the  computer  on  a larger  scale,  as  shown  in  Fig. 
16  in  which  selected  curves  for  7 different  flight  conditions  are 
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Figure  16.  Lear  jet  MTF  Imundarv  laver  measurements:  Flight 

5I„ 

shown  compared  to  one  another.  In  the  same  manner,  averages 
of  ,50  single  scan  curves  were  taken  by  the  computer  and  a 
series  of  averaged  MTF  curves  for  the  same  flight  conditions 
as  in  Fig.  16  are  shown  in  Fig.  IT. 

In  these  two  experiments  outlined  above,  it  was  essential 
to  have  real  time  and  very  rapid  presentation  of  MTF  data  and 
to  he  able  to  check  alignment  and  adjust  for  best  focus  (this 
takes  literally  just  one  or  two  seconds)  during  the  course  of  the 
experiments.  Selected  intervals  of  good  data  could  then  he 
recorded  for  later  data  reduction  and  analysis.  Once  the  data 
have  been  inputted  to  the  computer,  statistical  analysis, 
Fourier  transforms,  fluctuation  spectra,  etc.,  are  readily  ob- 
taini'd. 

Conclusion 

The  fast  scanning  interferometric  technique  has  been  used 
for  making  many  MTF  measurements  in  a field  environment, 
for  a number  of  different  experiments,  providing  a large 
amount  of  reliable  and  accurate  data.  A brief  review  of  its 
general  properties,  and  I wo  examples  of  experiments  rei'ently 
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carried  out  have  been  described  here.  While  the  main  use  for 
which  it  has  been  used  in  our  case  has  been  to  expli>re  the 
characteristics  of  turbulent  atmospheric  airflow,  making  MTF 
measurements,  and  using  laser  single  wavelength  sources,  it 
can  have  a much  wider  use  in  the  optical  field.  Complete  OTF 
measurements  can  be  made,  it  can  be  used  with  multiple 
wavelength  lasers,  or  white  light  sources,  and  can  provide  very 
accurate  and  rapid  angle-of-arrival  measurements.  On-line 
signal  prrKessing  electronics  can  be  readily  employed,  and  it 
is  very  suitable  for  subsequent  computer  data  processing  of 
the  measured  data,  generating  and  handling  a very  large 
amount  of  data  in  a short  time.  Accuracy  of  the  MTF  data— 
providing  accurate  alignment  of  all  the  external  optics  and 
.systems  (under  te.st)  is  carried  out — is  about  ±1%.  Thus  it 
would  appear  that  it  would  be  very  useful  if  adapted  to  an 
automated  optical  lens  test  facility,  where  a wide  range  of 
MTF  data  must  be  measured,  reduced  and  analyzed,  almost 
instantly  or  at  least  in  the  order  of  seconds  or  minutes — lor 
a large  range  of  optical  parameters. 
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Coherent 
Optical  Radar 


R.  H.  KINGSTON 


The  term,  “optical  radar.”  seems  at 
first  to  be  a misnomer,  since 
“radar"  (radio  c/etection  and 
ranging  systems)  was  coined  to 
describe  systems  using  radio  fre- 
quency or  microwave  radiation.  In 
truth,  however,  if  we  allow  the  ro 
to  stand  for  electromagnetic  radia- 
tion. we  would  note  that  the  first 
radar  experiment  was  carried  out  in 
1849.  In  that  year  Fizeau.  using  a 
light  beam  passing  through  a 
cogged  wheel,  measured  the  time 
delay  over  an  8.6-km  path  by 
reflecting  the  beam  off  a mirror  at 
the  end  of  the  path  and  adjusting 
the  wheel  speed  to  obtain  max- 
imum transmission  of  the  return 
beam  through  the  adjacent  cogged 
opening.  Actually.  Fizeau  was 
measuring  not  range  but  the  veloci- 


ty of  light,  which  he  determined  to 
within  five  per  cent  of  the  currently 
accepted  value.  In  any  event,  this  is 
still  the  earliest  recorded  experi- 
ment using  pulsed  electromagnetic 
radiation  to  measure  the  time  delay 
over  an  extended  distance.  Despite 
these  early  beginnings,  the  use  of 
light  for  range  measurements  has 
been  limited.  One  of  the  few  ap- 
plications that  comes  to  mind  is  the 
measurement  of  cloud  heights  by 
using  a pulsed  flashlamp.  All  of 
which  brings  us  to  the  key  word  in 
our  title,  “coherent." 

Obviously,  coherent  optical  radar 
refers  to  lasers,  but  what  is  the  true 
significance  to  radar  operation  of 
this  coherent  nature  of  laser  radia- 
tion? The  answer  is  twofold,  and  it 
involves  two  distinct  kinds  of  co- 
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Figure  1. 
optical. 


Block  diagram  of  iaser  radar  system.  Solid  lines  are  electricai  paths;  wavy  lines. 


herence,  spatial  and  temporal.  It  is 
the  spatial  coherence  of  the  laser 
that  first  made  optical  radar  an  at- 
tractive range-measuring  device. 

The  reason,  by  analogy  to  the 
microwave  case,  is  the  high  “anten- 
na gain”  available  from  a near- 
diffraction-limited  optical  wave.  Put 
another  way,  the  laser  radiation  is 
limited  to  a small  number  of 
spatial  modes  of  the  electro- 
magnetic field,  whereas  incoherent 
or  thermal  radiation  occupies  all 
available  modes,  as  we  learned  in 
the  derivation  of  Planck’s  radiation 
law.  As  a result,  coherent  optical 
energy  can  be  collimated  into  a 
beam  of  diameter  d,  whose  angular 
spread  in  the  far  field  may  be  as 
small  as  k/d.  In  contrast,  the 
energy  in  a diffraction-limited 
beam  from  a thermal  source  is 
roughly  the  energy  emitted  from  an 
area,  of  the  hot  radiating 
medium.  The  result  of  this  extreme 
brightness  is  the  feasibility  of  op- 
tical ranging  on  satellites  and  on 
comer  reflectors  placed  on  the 
moon.' 

We  now  consider  the  second  type 
of  coherence,  temporal.  Spatial 
coherence  is  measured  in  terms  of 
the  approach  to  diffraction-limited 
behavior;  temporal  coherence  is 
measured  in  terms  of  the  coherence 
time  or  its  inverse,  the  spectral 
linewidth.  Most  solid  lasers  have 
relatively  short  coherence  times,  on 
the  order  of  nanoseconds  or  less, 
since  many  dilTerent  frequency 
modes  of  the  laser  cavity  are  ex- 
cited because  of  the  broad  spectral 
bandwidth  of  the  laser  transition. 
These  frequency  modes  usually 
satisfy  the  resonance  criterion  of  an 
integral  number  of  half  wave- 
lengths over  the  cavity  length,  and 
they  may  supply  energy  to  the  same 
spatial  mode.  Single-frequency  op- 
eration is  either  impossible  or  ex- 
tremely low  in  efficiency.  The 
broad  frequency  distribution  of  the 
modes  can  be  used  to  advantage, 
however,  if  the  modes  are  “locked.” 
In  this  technique,  either  internal 
nonlinear  effects  or  external  mod- 
ulation at  the  mode-separation  fre- 
quency (the  spectral-free  range)  of 


the  cavity  causes  a coupling  of  the 
modes  such  that  the  electric  field  in 
all  modes  adds  up  coherently  at 
one  point  in  time  and  space.  The 
resultant  power  output  is  a series  of 
extremely  narrow  pulses  of  length 
equal  to  the  reciprocal  of  the  spec- 
tral bandwidth.  Pulse  lengths  in  the 
picosecond  range,  equivalent  to  a 
fraction  of  a millimeter,  have  been 
generated  in  this  manner.' 

The  multifrequency  behavior  still 
limits  the  detection  system  to  a 
measurement  of  the  return  energy, 
not  the  amplitude  and  phase  of  the 
reflected  wave,  as  in  microwave 
radar  systems.  This  ability  to  detect 
“coherently,”  that  is,  to  measure 
amplitude  and  phase,  is  essential 
for  measurement  of  target  velocity 
by  the  Doppler  effect  and  also 
yields  orders-of-magnitude  improve- 
ment in  sensitivity  in  the  infrared, 
where  simple  “photon  counters”  or 
incoherent  detectors  are  not  only 
inefficient  but  also  suffer  from 
solar  scatter  and  thermal -back- 
ground energy  interfering  with  the 
desired  signal.  Fortunately,  the  car- 
bon dioxide  laser,  operating  at  a 
wavelength  of  10.6  ^m.  has  ample 
power  output  for  radar  use  and 
also  may  be  operated  at  a single 
very  stable  frequency.  In  addition. 
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highly  efficient  broadband  detec- 
tors’ are  available  for  coherent 
detection  of  the  return  signal.  In 
fact,  this  paper  is  devoted  to  a 
discussion  of  such  a coherent  radar, 
where  we  use  the  term  to  indicate 
that  the  amplitude  and  phase  of 
the  return  wave  are  measured  by 
the  detection  system. 

The  coherent  detection  technique, 
also  called  heterodyne  detection,  is 
based  on  the  beat  frequency  ob- 
tained between  an  optical  local 
oscillator  and  the  signal,  both  of 
which  strike  the  detector.  Photo- 
detectors in  general  produce  an 
output  current  (or  voltage)  propor- 
tional to  the  incident  optical  power. 
The  detector  current,  ij.  is  thus 
given  by 

where  E is  the  optical  electrical 
field.  In  incoherent  detection,  the 
detected  current  from  the  signal 
competes  with  the  “shot”  noise 
associated  with  the  photon-counting 
process  as  well  as  with  noise  gen- 
erated in  the  following  amplifier 
stages.  In  coherent  detection,  the 
current  is  again  proportional  to  the 
square  of  the  electrical  field,  but  in 
this  case  we  may  write 

ij  :E'  = (E^  + Eio)’ 

— fj'  + 2£'|gEj  + 

where  E^  and  £|o  are  the  signal 
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Figure  2.  Stable  CO2  laser  oscillator.  Granite  end  plates  and  shielded  super-invar  spacer  rods 
yield  e.xcelleni  stability.  The  spherical  gas  reservoir  allots  sealed-otY  operation  tor  several 
months. 


and  local  oscillator  fields.  Now 
is  much  greater  than  Ej,  so 
that  the  important  terms  are  Ejo’, 
which  produces  a dc  current  plus  a 
current  fluctuating  at  twice  the 
local-oscillator  frequency,  and 
2E10E5,  which  is  a current  at  the 
intermediate  or  difference  frequen- 
cy plus  a current  at  the  sum  of  the 
signal  and  local-oscillator  frequen- 
cies. The  two  currents  at  the  optical 
frequencies  may  be  ignored;  the  dc 
term  from  E iJ  is  the  limiting 
shot-noise  source,  and  the  in- 
termediate frequency  term  is  an  ex- 
act replica  in  amplitude  and  phase 
of  the  signal  wave  but  displaced  in 
frequency  to  the  rf  part  of  the  spec- 
trum. Since  the  intermediate  fre- 
quency current  is  proportional  to 
the  local  oscillator  field,  the  local - 
oscillator  power  may  be  raised  to  a 
level  such  that  noise  in  the  follow- 
ing amplifier  stages  is  negligible 
compared  to  the  fundamental  shot- 
noise  produced  by  the  local  oscil- 
lator. The  output  signal-to-noise 
power  is  given  by  ^sig  ''kvB,  where 
B is  the  spectral  bandwidth  of  the 
optical  signal  and.  by  the  heter- 
odyne process,  the  rf  bandwidth  of 
the  intermediate  frequency  output 
power.  A detailed  analysis'  shows 
that  such  a coherent  detection 
system  also  couples  to  only  one 
spatial  mode  of  the  electromagnetic 
field.  Put  another  way.  the  receiver 


beamwidth  with  an  aperture  of  di- 
ameter d is  approximately  k/d. 

THE  RADAR  SYSTEM 

The  carbon  dioxide  laser  radar  sys- 
tem we  shall  describe  combines  mod- 
ern laser  and  detector  technology 
with  astronomical  concepts,  some 
dating  back  to  previous  centuries. 
Figure  1 is  a schematic  dia- 
gram showing  the  major  compo- 
nents of  the  system.  The  master 
and  local  oscillators  are  the  key  to 
coherent  operation  of  the  system, 
since  they  are  highly  stable,  single- 
frequency lasers’  of  the  type  shown 
in  Fig.  2.  The  two  oscillators  are 
offset  in  frequency  by  10  MHz.  the 
local  oscillator  used  as  a reference 
standard,  and  the  master  oscillator 
slaved  by  a frequency-discriminator 
servo  loop,  which  drives  a piezo- 
electric cavity  tuner  in  the  laser. 

The  local  oscillator  best  serves  as 
the  stable  reference,  since  its  re- 
quired output  power,  less  than  a 
watt,  permits  a compact  laser 
design,  while  backscatter  from  the 
detector  system,  which  can  cause 
frequency  pulling,  is  minimal.  In 
contrast,  the  master  oscillator  must 
supply  10  W to  the  amplifier,  thus 
necessitating  a larger  and  more 
vibration-sensitive  structure; 
backscatter  from  the  active  ampli- 
fier could  cause  serious  frequency 
shifting  if  the  laser  were  not  exter- 
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nally  stabilized.  Since  the  output 
frequency  from  the  detector  is  the 
difference  between  the  signal  and 
the  local-oscillator  frequencies,  the 
lO-MHz  offset  is  convenient  for 
observing  stationary  targets  for 
calibration  purposes.  The  detector 
sensitivity,  10  '*  W/Hz,  is  within  a 
factor  of  5 of  the  theoretical  value, 
hv.  This  means  that,  for  a 1-msec 
pulse,  requiring  a 1-kHz  band- 
width. the  minimum  detectable 
power  is  10  '*  W.  An  incoherent 
detector  at  this  wavelength, 
measuring  only  the  pulse  envelope, 
would  require  100  times  as  much 
power  for  the  same  output  signal- 
to-noise  ratio.  This  marked  ad- 
vantage of  the  coherent  detector 
results  from  the  internal  conversion 
gain  discussed  previously.  Only  at 
wavelengths  of  1 fim  or  shorter  are 
equivalent  internal  detector  gains 
available  by  using  either  photo- 
multipliers or  avalanche  photo- 
diodes. 

Figure  3 is  a cutaway  view  of  the 
radar  system  showing  the  stable 
oscillators  in  acoustically  shielded 
boxes  with  the  1-kW  amplifier  in 
the  background.  This  latter  device 
is  a low-pressure  flowing  gas  laser 
which  amplifies  continuously,  rais- 
ing the  master  oscillator  power 
from  10  W to  powers  from  100  to 
1000  W.'  The  duplexer.  in  the  cir- 
cular housing  just  at  the  output  of 
the  amplifier,  is  somewhat  akin  to 
Fizeau’s  cogged  wheel  in  that  it  is  a 
slotted  rotating  disk,  which  trans- 
mits the  laser  beam  25  per  cent  of 
the  time,  and  the  remainder  of  the 
time  reflects  the  signal  onto  the 
detector.  Before  striking  the  detec- 
tor. the  received  wave  is  reflected 
from  a computer-controlled  mirror, 
designated  the  aberration  corrector. 

When  one  observes  satellites  with 
this  system,  the  velocity  of  the 
target  is  such  that  the  transmit 
beam  must /ea</ in  angle  by  an 
amount  v/c,  and.  on  reception,  the 
viewing  path  must  lag  by  another 
increment  v/c,  where  v is  the  veloci- 
ty normal  to  the  line  of  sight.  Thus, 
if  the  radar  system  has  been  bore- 
sighted  on  a stationary  target,  the 
aberration  corrector  must  cause  the  I 
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Figure  3.  Cutaway  view  of  radar  system.  The  afocal  telescope  has  a 1.2-m  primary  and  I5-cm  secondary. 


receive  path  to  deviate  by  2 v/c  to 
maintain  boresight  on  a moving  ob- 
ject. In  the  case  of  a satellite.  2 v/c 
has  a value  of  approximately  50 
prad  at  the  point  of  closest  ap- 
proach. Since  the  transmitter- 
receiver  half-power  beamwidth  is  10 
ftrad  for  the  1.2-m-aperture 
telescope,  the  aberration  correction 
is  essential  for  most  satellite  obser- 
vations. It  is  interesting  that  this 
aberration  effect  was  used  in  1725 
by  Bradley  in  an  early  measure- 
ment of  the  velocity  of  light  before 
Fizeau’s  work.  In  Bradley's  ease, 
the  observer  (the  earth  in  its  orbit) 
was  moving  with  respect  to  the  sta- 
tionary stellar  source. 

SOME  EXPERIMENTAL 
RESULTS 

uur  radar  system  has  been  used  to 
make  observations  on  GEOS-iii.  a 
NASA  geodetic  satellite  equipped 
with  a solid-cube  comer  retroreflec- 
tor  fabricated  from  Irtran  It.  This 
point  source  has  been  used  to  de- 


termine the  tracking  capability  of 
the  radar  as  well  as  the  frequency 
stability  of  the  lasers  and  the 
associated  velocity,  or  Doppler- 
measuring  precision.  For  precision 
tracking,  error  signals  from  the 
quad  detector  indicated  in  Fig.  3 
are  used  to  drive  the  vernier  mirror 
shown  at  the  telescope  elevation 
axis.  The  main  mount  is  driven  by 
a computer-smoothed  input  from  a 
local  microwave  radar,  which  has 
an  angular  fluctuation  of  the  order 
of  50  firad  or  5 optical  beamwidths. 
Using  the  error-sensing  technique 
in  Fig.  4.  one  can  reduce  the 
angular  fluctuation  or  tracking 
precision  to  approximately  1 prad. 
or  one  tenth  the  beamwidth.’  The 
target-return  beam  pattern  is 
shown  distorted  to  represent  the  ef- 
fects of  the  atmosphere,  the  domi- 
nant one  being  wavefront  tilt  or 
angle-of-arrival  fluctuations.  In 
fact,  for  astronomical  “seeing”  of  2 
arc  sec  or  10  nrad.  the  at- 
mospherically induced  angle  fluc- 


tuations are  of  similar  magnitude, 
that  is.  close  to  a full  beamwidth  in 
our  system.  Since  the  frequency 
content  of  the  angular  fluctuation, 
determined  by  the  angular  track 
rate  and  the  local  winds,  is  mostly 
below  10  Hz.  the  detection  system 
can  track  out  these  slow  changes 
and  maintain  the  radar  beam  on 
the  target.  At  the  same  time  as  this 
precision  angle  measurement  is  be- 
ing made.  Doppler  data  from  the 
target  can  be  processed  to  deter- 
mine the  radial  velocity.  Since  the 
Doppler  shift  is  2 kHz  per  cm/sec 
and  typical  satellite  velocities  are  8 
km/sec.  the  frequency  shift  may  be 
over  1000  MHz  for  low  elevation 
angles,  with  the  shift  passing 
through  zero  at  the  closest  ap- 
proach point.  The  output  spectra 
for  a sequence  of  pulses  is  shown  in 
Fig.  5.  These  data  were  taken  near 
closest  approach  at  a Doppler  shift 
of  64  MHz.  a range  of  10()6  km, 
and  a pulse  length  of  4 msec.  By 
orbit  Fitting,  the  main  frequency 
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Figure  4.  Quadrant  or  monopulse  detector  array.  I'he  circular  mercury  cadmium  telluride 
structure  has  a diameter  of  O.J  mm. 


shift  has  been  removed  and  the  re- 
sidual. 8 kHz  or  4 cm/sec.  is  the 
absolute  velocity  error  for  the  orbit 
segment  observed.  It  should  be 
noted  that,  at  this  point  in  the 
satellite  path,  the  radial  velocity  is 
changing  rapidly  and  the  Doppler 
frequency  changes  at  10  MHz/sec. 
Thus,  during  the  4-msec  pulse,  the 
frequency  shifts  by  40  klb.  This 
shift  is  also  removed  in  the  data 
processing  so  that  the  individual 
spectra,  which  are  plotted  on  a log 
scale,  should  ideally  be  the  trans- 
form of  a square  single-frequency 
pulse,  or  a (sin  x/jrP  function,  and 
should  be  fixed  in  center  frequency. 
System  and  laser  oscillator  stabil- 
ities actually  result  in  an  rms  jitter 
of  about  250  Hz  and  a spectral 
spread  roughly  twice  the  theoretical 
value  of  SOO  Hz  at  the  first  minima. 


FREQUENCY  (kHi) 


Figure  S.  Frequency  spectra  for  several 
received  pulses.  The  vertical  scale  is 
logarithmic. 


This  jitter,  however,  corresponds  to 
a velocity  precision  of  1.25  mm/sec, 
a rather  impressive  value.  It  is.  in 
fact,  interesting  to  turn  the  prob- 
lem around  and  use  the  radar  as  a 
way  of  measuring  short-term  laser 
stability.*  Although  stabilities  may 
be  measured  by  beating  two  lasers 
together,  the  independence  of  the 
individual  frequency  fluctuations  is 
always  in  question.  Using  the  ra- 
dar, one  actually  observes  the  beat 
between  the  reference  stable  laser 
and  itself  with  an  interposed  delay 
of  the  round-trip  time  to  the  target, 
in  our  example  here,  of  6.7  msec. 
The  experiments  thus  establish  that 
the  laser  short-term  stability  is  of 
the  order  of  one  part  in  10",  since 
the  oscillator  frequency  is  3 x 10" 
Hz. 

CONCLUSION 

One  topic  we  have  not  discussed  is 
the  ranging  capability  of  our  radar, 
which  is  limited  by  the  long  trans- 
mitted pulse  to  precisions  of  the 
order  of  hundreds  of  kilometers, 
commensurate  with  the  millisecond 
waveform  length.  Although  we 
might  obtain  much  better  range 
measurements  with  a shorter  pulse, 
the  pieak-power  limit  from  the 
amplifier,  about  10  kW.  would 
result  in  poor  sensitivity,  since 
coherent  radar  sensitivity  is  deter- 
mined by  the  energy  per  pulse.  Put 
another  way,  the  shorter  the  pulse 
at  the  same  power  level,  the 
broader  the  required  receiver  band- 
width and  the  greater  the  com- 
peting noise.  Fortunately,  there  is  a 
convenient  way  to  obtain  excellent 
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range  precision  with  a long 
transmitted  pulse  by  taking  ad- 
vantage of  the  coherent  nature  of 
the  radar.  Tliis  technique,  known 
as  "chirp”  radar,  uses  a linear  fm 
sweep  of  the  transmit  frequency 
during  the  pulse.  By  suitable  proc- 
essing of  the  return  swept  signal, 
either  in  a dispersive  network  or  by 
cross-correlation  techniques,  the 
range  may  be  measured  to  a time 
accuracy  roughly  equal  to  the  in- 
verse of  the  frequency-sweep 
width.*  As  an  example,  a 500- 
MHz-wide  chirp  yields  a range 
precision  of  approximately  30  cm. 
Of  course,  to  obtain  such  per- 
formance requires  a laser  amplifier 
with  commensurate  bandwidth. 

Our  present  device  is  limited  to 
about  50  MHz  because  of  the  low 
gas  pressure.  Such  devices  as  the 
waveguide  or  capillary  laser'"  op- 
erate at  higher  pressures,  and  the 
resultant  line  broadening.  5(X)  MHz 
at  100  Torr,  should  yield  adequate 
bandwidth  for  precision  ranging. 

This  work  was  sponsored  by  the 
Advanced  Research  Projects  Agen- 
cy of  the  Department  of  Defense. 
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Abstract 

Significant  improvement  in  signal-to-noise  ratios  is  achieved 
with  new,  low  pressure  COj  stabilisation  cells  external 
to  the  lasers.  A time  domain  fractional  frequency  stability 
of  Oy  (t)  — 6 X 10*'^  T"''^  was  measured  with  independ- 
ently line-center  lucked  1 .5  metre  grating  controlled  CO2 
lasers.  Accurate,  repeatable  determination  of  pressure 
shift  is  demonstrated. 


Introduction 

At  the  1976  Boulder  Conference  on  Precision  Electro- 
magnetic Measurements  we  described  |1  J the  absolute 
frequency  calibration  of  CO2  isotope  laser  transitions 
with  the  two  channel  laser  heterodyne  system  shown  in 
Figure  I . This  paper  will  discuss  the  stabilization  tech- 
nique and  the  frequency  stability  achieved  with  the 
equipment  indicated  in  Figure  I . 

It  was  previously  shown  (2,  3|  that  CO2  lasers  can 
be  frequency  stabilized  by  using  the  standing-wave  satura- 
tion resonances  in  a low-pressure,  room-temperature,  pure 
CO2  absorber  via  the  intensity  changes  observed  in  the 
collisionally-coupled  spontaneous  emission  band  at  4.3  pm. 
It  was  also  demonstrated  that  the  frequency  shift 
due  to  changes  in  pressure  is  very  small  in  CO2,  typically 
about  too  Hz/mTorr.^ 

In  the  initial  experiments, a short  gas  cell  with  a 
total  absorption  path  of  about  3 cm  was  placed  inside  the 
cavity  of  each  stable  CO2  laser  (3,  4|  with  a Brewster 
angle  window  separating  the  cell  from  the  laser  gain  tube. 
Pure  CO2  gas  at  various  pressures  was  introduced  inside 
the  sample  cell.  A sapphire  window  at  the  side  of  the 
sample  cell  allowed  the  observation  of  the  4.3  pm 


* Thii  work  was  sponsored  by  the  Advanced  Research  Ptojccis 
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spontaneous  emission  signal  with  a liquid-nitrogen-cooled 
InSb  detector.  The  detector  element  was  about  1 .5  cm 
from  the  path  of  the  laser  beam  in  the  sample  cell.  In 
order  to  reduce  the  broadband  noise  caused  by  back- 
ground radiation,  the  detector  placement  was  chosen  to 
be  at  the  center  of  curvature  of  a gold-coated  spherical 
mirror  which  was  internal  to  the  gas  absorption  cell. 
Essentially  identical  experimental  arrangements  of  CO2 
lasers,  internal  absorption  cells,  and  InSb  4.3  pm  fluores- 
cence deleclors  have  been  used  in  more  recent  experi- 
ments by  Petersen  ef  <7/.  [S]  Meyer  and  Rhodes  (6]  and 
also  by  Woods  and  Joliffe  (7|  who  used  similar  but 
external  absorption  cells. 

Signal-(o-Noise  Ratio  at  4.3  pm 

In  the  CO2  isotope  calibration  system  shown  by  Figure  1 , 
we  use  improved  CO2  stabili/.ation  cells  external  to  the 
lasers. 

In  the  new  design,  the  low  pressure  gas  cell,  the 
LN2  (liquid  nitrogen)  cooled  radiation  collector,  and  the 
IR  detector  are  all  integral  parts  of  one  evacuated  housing 
assembly.  This  arrangement  minimizes  signal  absorption 
by  windows  and  eliminates  all  other  sources  of  absorption. 
Because  of  the  vacuum  enclosure,  diffusion  of  other  gases 
into  the  low-pressure  gas  reference  cell  is  almost  completely 
eliminated:  therefore,  the  time  period  available  for  con- 
tinuous use  of  the  reference  gas  cell  is  greatly  increased 
and  considerably  less  time  has  to  be  wasted  on  repumping 
and  refilling  procedures.  One  LN2  fill  will  last  at  least  24 
hours.  Figure  2 schematically  illustrates  the  new  external 
reference  gas  cell  used  in  the  4.3  pm  fluorescence  stabiliza- 
tion loop. 

With  the  new  cells  significantly  larger  signal  collec- 
tion efficiency  is  achieved  simultaneously  with  a great 
reduction  of  noise  due  to  background  radiation,  which 
is  the  primary  limit  for  high-quality  InSb  photovoltaic 
detectors.  We  have  evaluated  and  tested  several  large  area 
InSb  detectors  and  determined  that  LN2-cooled  back- 
ground greatly  diminished  I// noise  in  addition  to  the 
expected  reduction  in  white  noise  due  to  the  lower 
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Fig.  1 . Two-channel  heterodyne  system  used  to  determine  COj  isotope  laser  frequencies 


Fig.  2.  Schematic  illustration  of  the  new  external  CO2 
reference  gas  cell 
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Fig.  3.  Recorder  tracing  of  the  4.3  fim  intensity  change 
signal  as  a function  of  laser  frequency  tuning  in  the  P(20) 
transition  at  10. S9  frm 


temperature  background  radiation.  In  comparison  with 
previously  published  results,  we  obtained  more  than 
two  orders  of  magnitude  improvement  of  the  signal-to- 
noise  ratio  in  measuring  the  4.3  f/m  fluorescence. 

Figure  3 shows  a typical  recorder  tracing  of  the 
observed  4.3  ^m  intensity  change  as  the  laser  frequency 
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is  tuned  across  the  10. S9  /am  P(20)  line  profile  with 
0.034  Torr  pressure  of  CO2  absorber  gas.  The  standing 
wave  saturation  resonance  appears  in  the  form  of  a 
narrow  resonant  1 6.4%  “dip”  in  the  4.3  pm  signal  inten- 
sity. The  broad  background  curve  is  due  to  the  laser 
power  variation  as  the  frequency  is  swept  within  its 
oscillation  bandwidth.  Since  collision  broadening  in  the 
CO2  absorber  is  about  7.6  MHz/Torr  FWHM)  (full  width 
half  maximum),  [2, 6)  in  the  limit  of  very  low  gas  cell 
pressure  the  linewidth  is  determined  primarily  by  power 
broadening  and  by  the  molecular  transit  time  across  the 
diameter  of  the  incident  beam.  The  potentially  great 
improvements  in  signal-to-noise  ratio,  in  power  and  transit 
time  broadening  and  in  short-term  laser  stability  were  the 
motivating  factors  that  led  to  the  choice  of  stabilizing 
cells  external  to  the  laser's  optical  cavity. 

The  one  disadvantage  inherent  with  the  use  of  external 
stabilizing  cells  is  that  appropriate  precautions  must  be 
taken  to  avoid  optical  feedback  into  the  lasers  to  be 
stabilized. 

For  frequency  reference  and  long-term  stabilization 
it  is  convenient  to  obtain  the  derivative  of  the  4.3  pm 
emission  signal  as  a function  of  frequency.  This  4.3  pm 
signal  derivative  may  be  readily  obtained  by  a small 
dithering  of  the  laser  frequency  as  we  slowly  tune  across 
the  resonance  in  the  vicinity  of  the  absorption  line  center 
frequency.  With  the  use  of  standard  phase-sensitive  detec- 
tion techniques  we  can  then  obtain  the  4.3  pm  derivative 
signal  to  be  used  as  a frequency  discriminator.  Figure  4 
shows  such  a 4.3  pm  derivative  signal  as  a function  of 
laser  tuning  near  the  center  frequency  of  the  10.59  pm 
P(20)  transition. 

Figure  4 also  illustrates  the  signal  and  noise  level 
amplitudes  we  have  chosen  to  define  the  signal-to-noise 
(S/N)  ratios  of  the  frequency  discriminants  in  this  paper. 
More  than  half  of  the  noise  was  caused  by  background 
photon  current  noise  ip  = 2e/pA/,  with  the  remainder 
primarily  due  to  residual  1 //noise.  As  Figure  4 shows, 
the  noise  levels  were  chosen  near  the  peak-to-peak  rather 
than  the  rms  value.  A single  RC  filter  with  a 0.1  s risetime 
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was  useil  to  iDcasurc  all  iIk'  4.3  /ini  signal  and  noise 
results  shown  in  this  paper.  Thus,  the  S/N  data  presented 
here  were  obtained  with  a noise  bandwidth  wliieh  was 
twenty  times  wider  than  the  one  we  have  used  in  our 
previously  published  experiments  [2,  4).  Obviously,  we 
could  have  shown  much  larger  S/N  values  by  using 
longer  noise  averaging  times;  nevertheless  the  wide  band- 
width data  are  considered  mote  appropriate  for  usability 
111  closed  loop  stabiliitaiion  schemes. 

Figure  5 shows  another  4.3  fjw  derivative  signal 
with  a ±20  kM/  frequency  dither  which  we  used  to  lock 
one  laser  to  the  center  ol  the  IT 20)  absorption  profile. 
Figure  b shows  the  s|H;ctrum  aiialy/er  display  of  the  beat 
note  of  two  lasers.  One  of  the  lasers  was  line-center  locked 
by  using  the  discriminant  shown  in  fhgure  5.  while  the 
other  laser  was  free  running  with  a frequency  offset  i f 
about  8 MM/.  If  both  lasers  are  synchronously  modulated 
at  a 2b0  M/  rate  with  a ±20  kll/  peak  deviation  of  the 
10..>'>/;m  1*(20)  signal,  the  beat  note  appears  as  a rela- 
tively narrow  single  spectral  line  shown  in  the  left  half  of 
Figure  b.  The  right  half  of  Figure  b illustrates  a typical 
FM  signal  s|x;ctrum  which  results  when  the  modulation 
signal  is  diseonnected  from  the  free  running  laser.  The 
lasers  remained  locked  to  the  line  center  with  as  little 
as  ±2  kll/  frequency  dither.  Respective  rtse  times  of  0.001 
and  0.03  to  1 ..s  s were  used  in  the  phase  sensitive  detector 
and  in  the  high  voltage  integrating  amplifier  of  the  servo 
loop  |8| . 

Figure  7 illustrates  the  signal,  noise  and  .S/N  obtained 
with  ± 100  kll/  dithering  of  the  laser.  Figure  8 provides  a 
summary  of  the  sigiial-lo-tioise  ratios  as  a function  of  peak 
frequency  deviation  at  a 2(v0  11/  rate.  The  results  suntma- 
ri/ed  in  Figure  8 were  obtained  with  a '‘("''’O:  10.5d/mi 
l‘(20)bser  power  of  about  1.75  watts.  The  absorption 
cell  diameter,  the  beam  diameter  (at  the  I /e  field)  and 
beam  divergence  were  about  22.2  mm,  1 1 .8  mm  ami 
1 .5  X 10  ' rad.  respectively . The  CO2  cell  pressure  was 
purposefully  chosen  to  be  about  0.034  Torr  to  provide 
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Fig.  4.  Recorder  tracing  of  the  4.3  /am  derivative  signal 
as  a function  of  laser  frequency  tuning  near  the  center 
frequency  of  the  P(20)  transition  at  10.59  /am;  the  fre- 
quency dither  is  set  to  ±5  kHz  at  a 260  Hz  rate 
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Fig.  5.  Recorder  tracing  of  the  4.3  /am  derivative  signal 
as  a function  of  laser  frequency  tuning  near  the  center 
frequency  of  the  P(20)  transition  at  10.59  /am;  the  fre- 
quency dither  is  set  to  ±20  kHz  at  a 260  Hz  rate 
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Fig.  6 Spectrum  analyzer  display  of  the  beat  note  of  two  lasers  with  one  laser  locked  to  the  line  center  and  the  other 
offset  by  8 MHz  and  free  running 
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Fig.  7.  Recorder  tracing  of  the  4.3  /im  derivative  signal  as 
a function  of  laser  frequency  tuning  near  the  center 
frequency  of  the  P(20)  transition  at  10.59  jim;  the  fre- 
quency dither  is  set  to  ±100  kHz  at  a 260  Hz  rate 
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Fig.  8.  Signal-to-noise  ratio  as  a function  of  peak  fre- 
quency dither  at  a 260  Hz  rate 
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Fig.  9.  4.3  ;im  signal  as  a function  of  modulator  fre- 
quency (Hz) 

Table  I . Sample  Size,  m,  as  a Function  of  Sample  Time,  r. 


T (seconds)  0.1  0.2  0.4  0.7  1.0  2 

m lOI  101  101  101  101  SI 


easy  comparison  with  previously  published  results  [2, 4, 
5,6]. 

The  relatively  slow  decay  [9, 10]  of  the  spontaneous 
4.3  fitn  radiation  arising  from  the  (00“1)  -►  (00°0)  transi- 
tion seriously  limits  the  maximum  frequency  that  can  be 
effectively  used  to  modulate  the  COj  lasers.  Figure  9 
clearly  illustrates  the  loss  of  the  4.3  pm  signal  with  increas- 
ing modulation  frequency.  The  4.3  /zm  decay  rate  is 
primarily  determined  by  cell  pressure  and  geometry. 
Consideration  of  detector  I //noise  may  well  dictate  an 
optimum  modulating  frequency  which  is  higher  than 
would  be  indicated  by  considering  the  signal  alone.  As 
an  example.  Figure  10  shows  the  signal,  noise  and  S/N 
as  a function  of  modulation  frequency  for  one  of  our 
reference  cells.  From  Figure  10  it  is  clear  that  at 
0.034  Torr  pressure  the  optimum  modulating  frequency  is 
approximately  500  Hz,  in  spite  of  some  loss  of  signal  at 
this  frequency. 

Frequency  Stability  and  Reproducibility 

In  order  to  investigate  in  the  most  direct  fashion  the 
various  parameters  affecting  frequency  stability,  we 
carried  out  extensive  measurements  of  the  Allan  Variance 
on  the  2,697.86  MHz  beat  frequency  between  the 
00“l-|l0®0,02°0],band  P(20)and  the 
00"  1-[10®0, 02"0] , band  R(24)  laser  transi- 
tions 1 1 1 ] . By  using  two  different  COj  isotope  lines, 
frequency  pulling  due  to  optical  feedback  was  avoided 
and  the  2,697  MHz  beat  frequency  output  of  the  HgCdTe 
photodiode  was  directly  measured  by  a microwave  fre- 
quency counter;  thus  only  two  independently  lockable 
lasers  and  a single  microwave  frequency  counter  were 
utilized  in  the  experiments  to  be  described  in  this  section. 
(Note  that  Figure  1 indicates  a separate  microwave  local 
oscillator  and  a second  counter;  neither  of  these  were 
necessary  for  the  stability  measurements.) 

Since  each  laser  was  assumed  to  contribute  equally 
to  the  instability,  the  measured  Allan  Variance  was 
divided  by  s/^  times  the  laser  frequency  (2.8306  x 10”  Hz) 
in  order  to  derive  the  fractional  frequency  stability  for  a 
single  laser  as  a function  of  sample  time,  r (gating  time 
of  the  frequency  counter). 

In  compliance  with  the  “Truth  in  Packaging”  dic- 
tates [12]  that  the  sample  size,  m,  be  stated  with  the 
results.  Table  1 gives  the  sample  size,  m,  for  each  observa- 
tion time,  T,  used  to  obtain  the  Allan  Variance. 

The  stability  of  the  lasers  may  be  best  summarized  by 
Figure  1 1 where  each  circle  or  cross  represents  an  Allan 
Variance  measurement  based  on  a sample  size,  m,  as 
specified  in  Table  I above. 

The  fractional  stability  of  the  beat  note  of  the  two 
lasers  under  free  running  conditions  is  denoted  by  crosses 
and  may  be  reasonably  well  approximated  by  Oy 
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(unlocked)  - )0*'“  x wliicli  of  course  indicates  the 
drift  rate  of  the  lasers  relative  to  each  other. 

The  circles  represent  the  results  obtained  with 
each  laser  independently  locked  to  its  own  reference 
absorption  cell  filled  with  40  ntTorr  of  and 

respectively. 

As  Figure  1 1 indicates,  there  were  three  consecutive 
sets  of  measurements  made,  each  based  on  in  samples 
for  any  given  observation  time,  r.  The  locked  laser  stabil- 
ity may  be  described  by  Oy  (locked)  — 6 x 1 

Thus,  the  instability  of  the  lasers  became  less  than 
I X 10*'*  for  sample  times  r > 40  seconds.  A fractional 
stability  of  10''^  corresponds  to  Oy  — 28  Hz  fluctuation 
in  the  laser  frequency.  Since  the  piezoelectric  mirror  tuning 
rate  is  about  200  kHz/volt,  the  phase  sensitive  detector 
output  stability  (drift)  must  be  less  than  1 50  /av  to  achieve 
I X lO"'*  long-term  stability.  Such  low,  long-term  drift 
was  clearly  beyond  the  capability  of  the  ten-year-old 
lock-in  amplifiers  used  to  obtain  these  results;  therefore, 
the  measurement  of  longer  term  stability  with  larger 
sample  sizes  was  not  seriously  pursued  in  the  current 
phase  of  our  experiments.  However,  the  stability  we  did 
obtain  was  quite  sufficient  to  carry  out  accurate  and 
reproducible  measurement  of  pressure  shift  in  COj. 

In  the  pressure  shift  experiments  both  lasers  are 
locked  to  their  individual  reference  cells,  and  the  shift 
in  the  beat  frequency  is  measured  as  a function  of 
pressure  change  in  one  of  the  cells,  with  the  pressure 
held  constant  in  Ihe  second  cell  in  order  to  obtain  a 
stable  reference  laser  frequency. 

Figure  1 2 shows  the  last  two  digits  of  the 
2.bd7,862  i 6 kHz  beat  frequency  of  the  laser 

00'M-ll0‘’0,02“01i-band  P(20)and  the  ' VOj  laser 
OO'M-j  I0®0,  02®0|  i-band  R( 24)  transitions  as  a function 
of  pressure  in  the  '^C'*Oj  reference  cell.  Each  circle  in 
Figure  1 2 is  based  on  an  observation  time  of  r = 10  s and 
a sample  size  of  m = 26.  As  Figure  1 2 indicates,  two 
independent,  consecutive  sets  of  measurements  give 
results  which  are  barely  distinguishable  from  each  other 
and  are  within  one  Oy  (r)  of  the  solid  line.  A straight  line 
fitting  (by  the  least -squares  method)  of  the  data  between 
Oand  60  niTorr  yields  a -108.6  Hz/mTorr  frequency 
change  with  increasing  pressure  in  the  reference 

cell  (red  shift).  The  pressure  shift  becomes  larger  and  non- 
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Fig.  1 0.  Signal,  noise  and  signal-to-noise  ratio  as  a 
function  of  modulation  frequency  for  a 22.2  mm  diam- 
eter cell  filled  with  0.034  Torr  COj 
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Fig.  1 1 . Time  domain  stability  of  grating  controlled  COj 
lasers 


Fig.  12.  Variation  of  the  2,697,862  + 6 kHz  beat  fre- 
quency as  a function  of  pressure  change  in  the 
reference  cell  for  the  00®1-[10®0,  02®0j|  band  P(20) 
transition 


linear  at  higher  pressures,  but  for  the  purpose  of  frequency  ) 

stabilization  only  the  low  pressure  region  is  of  interest.  1 

It  is  rather  interesting  to  note  that  our  original  1970 
estimate  (2,  3|  was  also  about  100  Hz/mTorr  red  shift 
for  the  same  P(20)  laser  transition. 

Analogous  data  for  the  00°1-(10“0,  02“0]i-  t ; 

band  R(24)  transition  gave  a 168.6  Hz/mTorr  red  shift  in  f 1 

the  0-60  mTorr  pressure  range.  Neither  repeated  breaking 
and  resetting  of  the  frequency  lock,  nor  refilling  of  the 
lasers  and  the  reference  cells  altered  the  results  shown  in 
Figures  1 1 and  12.  ( ] 


Conclusions 

The  data  presented  in  this  paper  clearly  show  significant 
advances  in  COj  laser  stabilization  using  the  4.3  (tm 
fluorescence  technique.  The  time-domain  frequency 
stability  data  of  Figure  1 1 are  quite  consistent  with  the 
spectral  density  measurements  presented  at  the  Seminar 
on  Frequency  Standards  and  Metrology  in  Quebec  (see 
Figure  5)  [4].  It  is  noteworthy  that  the  frequency  stability 
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shown  in  this  paper  was  achieved  with  relatively  large, 

1 .5  metre,  grating  controlled,  LR-35  invar  lasers  (see  Figure  3 
in  Ref.  [4])  with  ±100  kHz  synchronous  frequency  modula- 
tion of  the  outputs.  We  have  previously  demonstrated  far 
better  spectral  purity  with  smaller,  superinvar  [13,  14] 
cavity  lasers  (see  Figures  1 and  4 in  Ref.  [4]).  In  the 
next  phase  of  our  experiments  the  use  of  superinvar 
lasers  in  conjunction  with  larger  diameter  stabilizing  cells 
and  ultra-stable  electronics  will  undoubtedly  result  in  at 
least  one  order  of  magnitude  improvement  over  the  time 
domain  stability  shown  in  Figure  1 1 . 
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Sumary 

A faally  of  stable  CO2  lasers  have  been  under 
davclopmnt  at  M.I.T.,  Lincoln  Laboratory  for  the  past 
ftv  years.  These  lasers  are  used  in  a variety  of 
applications  and  under  different  operating  conditions. 

Stability  data  have  been  obtained  for  free* 
running*  of fset*locked  and  line*center  stabilized 
lasers.  Heasurcaents  of  spectral  purity  (frequency 
doaain) , and  of  the  fractional  frequency  stability 
(tiae  doaain)  of  the  laser  beat  notes  will  be  pre* 
scnted. 

A tvo*channel,  llne*center  stabilized  CO2  laser 
heterodyne  frequency  calibration  system  will  also  be 
described,  together  with  the  latest  data  obtained  for 
the  various  CO2  Isotope  laser  transitions.  The  new 
data  are  10^  to  10^  times  more  accurate  than  previously 
published  results  and  will  provide  second.iry  frequency 
references  over  a wide  portion  of  the  infrared  spec- 
trum. 


Key  Words;  Stable  CO2  lasers,  short-term 
stability,  long-term  stability,  pressure  shift,  CO2 
isotope  constants. 

Introduction 

This  paper  reviews  the  stability  obtained  with 
various  CO2  lasers  and  under  different  operating  condi- 
tions. New  results  are  emphasized  while  previously 
published  details  on  laser  design,  experimental  pro- 
cedure and  long-term  stabilization  are  left  to  the 
references. 

In  the  first  part  of  the  paper  results  obtained 
with  free-running  lasers  are  described.  The  second 
part  concentrates  on  line-center  locked  COj  lasers 
and  some  of  their  applications. 

Open  Loop  Stability 

In  this  section  wc  shall  first  describe  lasers 
and  results  applicable  to  high  resolution  optical 
radars.  Figure  1 shows  the  basic  laser  structure  which 
was  previously  described  in  greater  detail. Figure 

2 illustrates  the  real  time  power  spectrum  of  the  beat 
note  between  two  free  running  lasers,  similar  to  the 
one  shown  in  Figure  1.  This  figure  and  the  conditions 
under  which  it  was  obtained  was  also  published  pre- 
viously^ and  is  repeated  here  for  completeness  sake. 
Figure  3 shows  a real  time  power  spectrum  similar  to 
the  one  in  Figure  2,  but  measured  under  somewhat 
noisier  environmental  conditions. 

Themostly  discrete  modulation  sidebands  Inhlgurr 

3 are  primarily  due  to  line  frequency  harmonics, 
structure  vibrations,  acoustic  noise  and  cptlr.-il  feed- 
back from  the  detector.  Note,  that  the  modulation 
sidebands  in  Figure  3 may  be  enclosed  under  .1  ('.aussian 
envelope  with  0 ^ 209  Hz.  Although  laser  stabilities 
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are  most  conveniently  measured  by  heterodyning  two 
lasers,  the  results  are  not  altogether  foolproof  be- 
cause the  disturbances  causing  frequency  Jitter  of  the 
lasers  may  be  at  least  partially  correlated.  In  an 
optical  radar  one  may  compare  the  laser  with  its  own 
output  delayed  by  the  round  trip  time  to  and  from  tha 
target.  Hence,  effects  due  to  disturbances  with 
correlation  times  less  than  the  round  trip  time  of  the 
transmitted  signal  will  be  Included  in  the  measured 
beat  note  spectrum. 

Figure  4 shows  a block  diagram  of  a 10.6  urn  laser 
radar  at  the  Lincoln  Laboratory  Flrepond  Facility^  ' 

in  Uestford,  MA.  In  Figure  4 wavy  and  solid  lines  de-  ' 

note  optical  and  electrical  signal  paths,  respectively. 

The  0.3  meter  local  and  the  1.3  meter  master  oscilla- 
tors are  similar  to  the  one  shown  in  Figure  1.  The 
higher  power  master  oscillator  la  offset-locked  to  the 
local  oscillator  using  a stable  10  MHz  frequency  dis- 
criminator and  a frequency  control  servo  loop  with 
unity  gain  at  3 kHz.  Figure  3 shows  the  real  time 
power  spectrum  of  the  10  MHz  beat  note  of  the  two  off- 
set-locked lasers.  The  analyzer  resolution  in  Figure  3 
Is  set  to  0.02  Hz;  thus  the  observed  narrowness  of  the 
beat  note  spectrum  indicates  that  the  master  oscillator 
tracked  the  local  oscillator  within  less  than  one  part 
in  10^^  during  the  30  sec  observation  period  required 
to  obtain  a high  resolution  measurement  such  as  shown 
In  Figure  5. 

The  10.6  um  laser  radar  shown  in  Figure  4 has 
boon  used  to  make  observations  on  GEOS-lII,  a NASA 

geodetic  satellite  equipped  with  an  IRTRAN  II  solid  I 

rube  corner  letro-ref lector.  Radar  returns  from 

GFOS-III  have  been  used  to  determine  the  radial 

velocity  of  the  satellite  using  Doppler  measurements, 

and  to  set  an  upper  bound  Co  the  laser  oscillator 

instahi 1 ity . ] 

A logarithmic  display  of  the  power  spectra  of  a ! 

consecutive  sequence  of  radar  return  signals  is  shown  1 

in  Figure  6.  Table  I sunsnarlzes  the  applicable  opera-  ’ 

ting  conditions. 

Tlie  returns  In  Figure  6 were  obtained  near  the  I 

closest  approach  of  the  satellite,  corresponding  to  a 

Doppler  shift  of  64  MHz.  At  this  point  of  the  orbit  I 

the  Doppler  frequency  was  changing  by  10  MHz/sec.  | 

This  change  in  frequency  amounted  to  a 40  kHz  shift 
(luring  the  0.004  sec  radar  transmission.  This  fre- 
quency shift,  together  with  the  main  Doppler  shift  was 
removed  by  orblC-f Iccing  in  the  computerized  process- 
ing of  the  data.  Tlius  the  individual  spectra  of  the 
radar  returns  shown  in  Figure  6 should  Ideally  approach 
a JistrlhuClon  corresponding  to  the  Fourier 

tr.insform  of  the  10.6  urn  single  frequency  0.004  sec 
radar  pulse.  The  spectral  width  one  may  observe  on 
the  returns  In  Figure  6 is  approximately  twice  the 
theoretical  300  Hz  that  should  occur  between  the  first 
minima.  Tlie  excess  width  and  smearing  of  the  return 
spectra  is  due  to  instabilities  and  Jitter  in  the  en- 
tire, rather  complex  system,  Including  the  laser 
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ocillacor*.  Naedleaa  Co  (ay,  the  syacom  performance 
Is  scssdlly  Improving  sa  the  operating  conditions  and 
components  giving  rise  to  Instabilities  are  gradually 
corrected;  however,  even  the  present  level  of  perform- 
ance corresponds  to  an  orbital  velocity  precision  of 
1.2S  mm/aac,  and  one  may  put  an  upper  bound  of  about 
one  part  In  10^^  on  the  short-term  stability  of  the 
laser  oscillators. 

Open-Loop  Stability  Of  Hlcrowave  Self-Beats 


Tha  results  In  the  remainder  of  this  paper  were 
obtained  with  grating  controlled  lasers,  which  have 
been  previously  described. Such  a grating  con- 
trolled laser  la  shown  In  Figure  7. 

Mlcrowava  (or  lower)  frequency  generation  may 
be  achieved  with  a single  laser  filled  with  a mixture 
of  COy  Isotopes.  The  spectral  purity  and  long-term 
stability  of  the  (self-)  beat  notes  obtained  In  this 
way  may  only  be  compared  to  stabilized  oscillators  of 
the  highest  quality.  Figure  8 shows  the  spectrum 
analyaer  display  of  the  316S  MHz  self-beat  of  the 
1*C“02  OOOI-IIOOO,  02001  ji  P(10)  and  the 
00Ol-[10O0,  02O01{  g(18)  transitions.  Time  domain 
frequency  stability  neaauremenca  of  the  same  3165  MHz 
beat  note  are  shown  In  Figure  9.  In  order  to  obtain 
the  fractional  frequency  stability,  the  measured  Allan 
Variance  was  divided  by  /T  times  the  laser  frequency. 
Table  II  gives  the  sample  size,  m,  for  each  observation 
time,  T,  used  to  obtain  the  Allan  Variance. 

Figure  10  shows  an  even  better  frequency 
stability  measuremant  of  the  593  MHz  beat  note  between 
the  1«C«02  00®l-tl0®0,  02®0)ii  P(38)  and  the 

00°1-(10^0,  02^0)t  P(16)  laser  transitions.  Each  data 
point  In  Figures  9 and  10  Is  based  on  an  Independent 
set  of  consecutive  m samples.  Table  III  ahowa  the 
sample  size,  m,  for  each  observation  time,  T,  of  Figure 
10. 

The  spectral  purity  of  Figures  8,  9 and  10  Is 
explained  by  the  fact  that  the  fractional  frequency 
stability  at  the  microwave  beat  frequency  will  be 
Identical  to  tha  fractional  stability  of  the  laser 
frequency  Itself.  It  should  be  clear  by  now  Chat 
short-term  stebllltles  of  10'^^  to  lO'^d  nay  be 
routinely  achieved  with  well  designed  and  acoustically 
shielded  CO2  lasers. 

Two  additional  facts  are  noteworthy  In  Figures  9 
and  10.  The  frequency  stability  gets  better  for 
shorter  observation  times,  a very  desirable  require- 
ment In  radar-llke  applications.  As  a natter  of  fact. 
Inadequate  frequency  resolution  of  our  present  equip- 
ment praventad  meaningful  measurements  of  Che  Allan 
Variance  for  observation  times  less  than  1 sec  In 
cases  like  tha  ones  Illustrated  by  Figures  9 and  10. 

A second  noteworthy  feature  of  such  self-beats  Is  that 
they  may  ba  utilized  for  direct  comparison  of  optical 
and  mlcrwoava  frequency  domains. 

Long-Term  Stability  and  Some  Of  Its  Applications 

d Q 

It  was  previously  shown  * that  CO2  lasers  can 
ba  frequency  atablllzed  by  using  Che  standing-wave 
saturation  resonances  In  a low-pressure,  room-tempera- 
ture, pure  CO2  abaorber  via  the  Intensity  changes 
observed  In  the  colllslonally-coupled  spontaneous 
emission  band  at  A. 3 pm.  More  recently,  significant 
Improvement  In  algnal-to-nolse  ratios  with  new,  low 
pressure  CO2  stabilization  cells  external  to  the  lasers 
was  also  demonstrated^''. 

The  experimental  results  In  the  remaining  part 
of  this  paper  were  obtained  with  the  two-channel  line- 


center  stabilized  CO2  Isotope  calibration  system  which 
was  previously  described'.  Figure  11  shows  the  block 
diagram  of  this  system. 

In  order  to  Investigate  In  the  most  direct 
fashion  the  various  parameters  affecting  long-term 
frequency  stability,  we  carried  out  extensive  ncaaura- 
mencs  of  Che  Allan  Variance  on  the  2,697.86  MHz  beat 
frequency  between  the  l^clbo,  00°1-[10°0,  02O0)j  band 
P(20)  and  the  0001-tl0°0,  0200] j band  R(24) 

laser  transitions'.  By  using  two  different  CO2  Isotope 
lines,  frequency  pulling  due  to  optical  feedback  was 
reduced  and  the  2,698  MHz  beat  frequency  output  of  tha 
llgCdTe  photodiode  was  directly  measured  by  a mlcrowava 
frequency  counter;  thus  only  two  Independently  lockable 
lasers  and  a single  microwave  frequency  counter  were 
utilized  In  the  experiments  to  be  described  In  this 
section  (note  that  Figure  11  Indicates  a separate 
microwave  local  oscillator  and  a second  counter; 
neither  of  these  were  necessary  for  the  stability 
measurements) . 

Since  each  laser  was  asswed  to  contribute 
equally  to  the  Instability,  the  measured  Allan  Variance 
was  divided  by  /T  times  the  laser  frequency  (2.8306  x 
10'^  Hz)  In  order  to  derive  the  fractional  frequency 
stability  for  a single  laser  as  a function  of  sample 
time,  T,  (gating  time  of  the  frequency  counter). 

The  stability  of  the  lasers  may  be  best  suana- 
rized  by  Figure  12  where  each  circle  or  cross  repre- 
sents an  Allan  Variance  measurement  based  on  a sample 
size,  m,  as  specified  In  Table  IV. 

The  fractional  stability  of  the  beat  note  of  the 
two  lasers  under  free  running  conditions  Is  denoted 
by  crosses  and  may  be  reasonably  well  approximated  by 
Oy  (unlocked)  - 10"'®  x which  of  course  indicates 

the  drift  rate  of  the  lasers  relative  to  each  other. 

The  circles  represent  the  results  obtained  with 
each  laser  Independently  locked  to  Its  own  reference 
Absorption  cell  filled  with  40  mTorr  of  '^c'^02  and 
Uc'®02,  respectively. 

As  Figure  12  Indicates,  there  were  three  coneecu- 
tlve  sets  of  messureme.its  mede,  esch  based  on  m samples 
for  any  given  observation  time,  T.  The  locked  laser 
stability  may  be  described  by  Oydocked)  =>  6 x lO'^^  x 

Thus,  the  instability  of  the  lasers  became  less 
than  1 X 10~"  for  sample  times  T 2 40  seconds.  A 
fractional  stability  of  lO''^^  corresponds  to  Oy  > 28  Hz 
fluctuation  in  the  laser  frequency.  Since  the  piezo- 
electric mirror  tuning  rate  is  about  200  kHz/volt,  the 
phase  sensitive  detector  output  stability  (drift)  must 
be  less  than  ISO  uv  to  achieve  1 x 10~^^  long-term 
stability.  Such  low,  long-term  drift  was  clearly 
beyond  the  capability  of  the  ten  year  old  lock-ln 
amplifiers  used  to  obtain  these  results;  therefore, 
the  measurement  of  longer  term  etablllty  with  larger 
sample  sizes  was  not  seriously  pursued  In  the  current 
phase  of  our  experiments.  However,  the  stability  we 
did  obtain  was  quite  sufficient  to  carryout  accurate 
and  reproducible  measurements  of  pressure  shift  In  CO2. 

In  the  pressure  shift  experiments  both  lasers  are 
locked  to  their  Individual  reference  cells,  and  the 
shift  in  the  heat  frequency  Is  measured  as  a function 
of  pressure  change  In  one  of  the  cells,  with  the 
pressure  held  constant  in  the  second  cell  in  order  to 
obtain  s stahlr  reference  laser  frequency. 


Figure  13  shows  the  last  two 


2.697.862  t 6 kHz  beat  frequency  of  the  laser 


00°l-ll0°0,  02°01i  band  P(20)  and  the  laser 

00®1-[10®0,  02°ojj  band  transitions  as  a func- 
tion of  pressure  In  the  reference  cell.  Each 

circle  In  Figure  13  Is  based  on  an  observation  time 
of  T ■ 10  seconds  and  a sample  size  of  ra  ■ 26.  As 
Figure  13  indicates,  two  Independent,  consecutive 
•ets  of  aeasureBents  give  results  which  are  barely 
distinguishable  from  each  other  and  are  within  one 
Oy(T)  of  the  solid  line.  A straight  line  fitting  (by 
tns  Icast-aquares  method)  of  the  data  between  0 and 
60  mTorr  yields  s -108.6  Hz/mTorr  frequency  change 
with  increasing  pressure  In  the  reference 

csll  (red  shift).  The  pressure  shift  becomes  larger 
snd  nonlinear  at  higher  pressures,  but  for  the  purpose 
of  frequency  stsblllzatlon  only  the  low  pressure 
region  Is  of  Interest.  It  Is  rather  interesting  to 
note  thst  our  original  1970  estlmate^*^  was  also  about 
100  Hz/mTorr  red  shift  for  the  same  r(20)  laser 
transition. 


Ansloguous  data  for  the  00*^1- [10^0, 

02®0)t  band  R{24)  transition  gave  a 168.6  Hz/mTorr 
red  shift  in  the  0-60  mTorr  pressure  range. 

Neither  repeated  breaking  and  resetting  of  the 
frequency  lock,  nor  refilling  of  the  lasers  and  the 
reference  cells  altered  the  results  shown  In  Figures 
12  end  13. 


Conclusion 

Even  the  few  examples  given  In  this  paper  make 
It  quite  clear  that  the  spectral  purity,  frequency 
stability  and  resettablllty , together  with  the  avail- 
ability of  well  over  a thousand  lasing  transitions 
uniquely  endow  the  CO2  system  for  direct  use  In  high 
resolution  spectroscopy,  or  as  secondary  frequency 
standard  in  heterodyne  spectroscopy  with  tunable 
lasers,  or  in  precision  IR  synthesis  which  Involves 
frequency  mixing. 

A systematic  and  precise  evaluation  of  the  band 
centers,  rotational  constants,  and  lasing  transition 
frequencies  of  the  CO2  isotopes  Is  under  way.  These 
data  will  also  be  of  great  value  In  evaluating  the 
potential  function  under  the  Influence  of  which  the 
nuclei  arc  moving. 


Ac  know le  dgment  s 

The  author  is  deeply  appreciative  to 
R.  C.  O'Donnell  for  assistance  In  all  phases  of  Che 
stability  and  Isotope  measurements  and  to  many  other 
colleagues  who  contributed  to  the  design  of  the  10.6  um 
radar  and  who  provided  the  data  relating  Co  the  GEOS- 
1 IT  experiments. 


In  the  final  portion  of  this  paper  now  results 
relating  to  CO2  isotope  lasers  will  bo  given.  We 
have  previously  reported^^*^^  on  the  determination  of 
transition  frequencies,  band  centers  and  rotational 
constants  of  ^^C^®02,  ^^€^^©2  and  ^^cISq^  isotope 
lasers  with  accuracies  of  about  3 MHz. 

Optical  heterodyne  techniques  were  used  to  gener- 
ate best  frequencies  between  two  lasers  filled  with 
different  CO2  isotopes.  The  rotational  constants  are 
computed  by  fitting  the  measured  difference  frequen- 
cies in  s least-squares  sense  to  the  expansion  of  the 
line  frequencies 
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VIBKATIOKAL  ■ mirBnONAt.  (XnSTMTS  OF  COj  ISCTOPt  USEH  THASSITIONS 


FIG.  2 Real-tloe  spectral  density  of  the  beat  not* 
of  tvo  free  running,  0.5  seter  stable  COj 

lasers  for  0.1  second  observation  tlaa; 
horizontal  scale:  500  Hz/ca;  resolution 


BEAT  NOTE  SPECTRA  OF  TWO  CO2  LASERS 

FIG.  3 A beat  note  slBller  to  Figure  2 but  measured  under  somewhat  noisier  environmental 
condltlona. 


48- IN  TELESCOPE 


INFRARED  RADAR  SYSTEM  BLOCK  DIAGRAM 

FIG. 4 10.6(1111  radar  system  block  diagram. 
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LINEAR 


0 2 4 6 8 10  12 

FREQUENCY  (kHz) 

FIG.  6 10.6  urn  radar  return  spectra  from  GEOS  III 

geodetic  satellite. 


RF  SPECTRUM  OF  CO^  LASER  BEAT 
WITH  FREQUENCY  SERVO 
(0.02  Hz  Resolution ) 


FIG.  S 10  MHz  beat  note  of  two  offset-locked  lasers; 
spectrum  analyzer  resolution  set  to  0.02  Hz. 
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Fig.  7.  1.5  neter,  internal -grating-controlled^  piezoelectrically  tmed 

stable  CDs  laser. 


F»icout^CT  sueiLiTT. 


3.165  MHz  BEAT  FREQUENCY  OF  A 
'"c'^Og  OOl-I  BAND  R(18)  TRANSITION 
WITH  A ’''c’^Og  LASER  LINE 

I F.  BANDWIDTH  ; 3kHz 

Fig.  8.  Spectnp  analyzer  display  of  3,16S  MHz  beat  frequency  of  the 

00°!  - [10°0,  02°0)n  band  P(10)  and  the  00°1  - (10"0,  02°01i  band  ^ 

R{181  transitions;  1.  F.  Bandwidth:  5 kHz.  * 


FlC.  9 Tim*  dooain  stability  uf  the  beat  note 
shown  In  Figure  8. 


FlC.  10  Time  domain .stab 1 1 i ty  of  Che  593.29  MHa  self- 
beat In  a *c''’02  - 12c  03  combination  laser. 
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Variation  of  tha  2,697,862  - 6 kHz  beat 
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Absolute  Frequency  Calibration  of  the  CO2  Isotope  Laser 

Transitions 

CHARLES  FREED,  senior  member,  ieee,  ROBERT  G.  O’DONNELL,  and  A.  H.  M.  ROSS 


Ahtrmel — Tk«  frtEMOciM  of  raro  COj  iootope  loMro  are  moa* 
turad  ky  eoaiparlaoB  with  reforoneo  Uaoa  and  with  each 

other.  laiprooad  hoterodyao  tachniquoa  are  uaod  to  (eaerate  dif- 
fereaee  ftaEBondee  la  a liqnld-BitroceB-cooled  BgCdTe  varactor 
phetadieda.  MIerewara  fraquaney  coantor  BMaanraaMBta  of  the 
dlfforanca  fyaqaaneiaa  are  than  used  to  calculata  the  hand  centen, 
rotational  caastaata  aad  traasltloa  fraquaaclaa  with  aa  esUiaated 
accuracy  of  laaa  than  a few  kilaharta.  Solectad  appUcatioBa  of  COt 
laatapa  laaara  la  pracialoB  kotaradyaa  eallbratloB,  apeetraacopy, 
microwava  aad  IR  aynthaala  are  daacrlbcd. 

Introduction 

This  paper  will  concentrate  on  new*  results 
relating  to  COj  isotope  lasers  [1].  At  the  June  1973 
Laser  Spectroscopy  Conference  in  Vail,  CO,  we  reported 
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on  the  detetermination  of  transition  frequencies,  band 
centers  and  rotational  constants  of  '^**02,  *®C**02,  and 
>3C*K)2  isotope  lasers  [2],  [3]  with  accuracies  of  about  3 
MHz.  At  least  a 1000-fold  improvement  in  accuracy  has 
been  achieved  with  the  experimental  apparatus  currently 
in  use.  Also,  hundreds  of  new  lasing  transitions  have  been 
observed  in  >60*2C»H),  >«0*3C»«0,  and  »«C>«02,  and 
measurements  of  *K3**02  and  **0*H3**0  lasers  will  be 
carried  out  in  the  near  future. 


Current  Experiments 

Optical  heterodyne  technique  [2]~[6l  are  uaed  to  gen- 
erate beat  frequencies  between  two  laam  either  filled  with 
different  CO2  isotopes,  or  if  the  same  isotope  is  used  the 
difference  frequencies  between  adjacent  rotational  tran- 
sitions are  measured.  The  band  centers  are  determined  by 
two  heterodyne  comparisons  with  the  lines  mea- 

sured by  Evenson  et  al.  [6].  The  rotational  constants  are 
computed  by  fitting  the  measured  difference  frequencies 
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Kig.  I.  Experimental  setup  used  to  determine  the  CO-i  isotope  laser  frequencies. 


in  a least  squares  sense  to  the  expansion  of  the  line 
frequencies 

/ = /u  + flu  !«/'(</'+  1)1  -^(J+  1)1 
1) 

-Du\J'HJ'+  l)^-JHJ+  1)2] 

+ (D,  - Du ) JHJ  + 1 )2  + «u  W'HJ'  + 1 )2 

-JHJ+  D^l  - (W,  -//u)  W+  1)2-Lu[.  . (1) 

where  = </  - 1 for  a PiJ)  line  and  J'  = J + 1 for  an  /?(«/) 
line.  Fig.  1 shows  a block  diagram  of  the  experimental 
apparatus. 

The  experimental  procedure  is  similar  in  principle  to  the 
one  previously  described  [2],  |3|;  therefore,  this  paper  will 
emphasize  the  improvements  achieved  and  avoid  repeti- 
tion of  every  detail. 

Refinements  in  our  standard  grating  controlled  laser 
design  [2],  [3|,  (7)  resulted  in  greatly  improved  laser  output 
with  tap- water  cooling.  About  150  transitions  lasing  in  the 
TEMooq  mode  could  be  obtained  with  a pure  CO2  isotope 
fill,  including  many  from  the  01 '1  — ll'O  “hot  band”. 
Several  hundred  lasing  transitions  were  available  from  a 
single  laser  filled  with  mixed  isotopes. 

The  1000-fold  improvement  in  the  accuracy  of  frequency 
measurements  was  primarily  due  to  active  long-term  sta- 
bilization of  the  lasers  to  the  natural  line  centers  of  low 
pressure  room  temperature  COg  absorption  cells  external 
to  the  lasers.  In  previous  papers  with  A.  Javan  we  have 
shown  [8],  (9]  that  COg  lasers  can  be  frequency-stabilized 
in  any  lasing  transition  by  using  the  standing-wave  satu- 
ration resonances  in  a low  pressure,  room  temperature  pure 
COg  absorber  via  the  intensity  changes  observed  in  the 
entire  collisionally  coupled  spontaneous  emission  band  at 
4.3  Mm.  It  was  also  demonstrated  that  the  frequency  shift 
due  to  changes  in  pressure  is  very  small  in  COg,  typically 
much  less  than  100  Hz/mtorr. 

In  the  experimental  setup  shown  in  Fig.  1,  vastly  im- 
proved COg  stabilization  cells  external  to  the  lasers  are 


used  [10].  In  the  new  design,  the  low  pressure  gas  cell,  the 
LNg-cooled  radiation  collector,  and  the  IR  detector  are  all 
integral  parts  of  one  evacuated  housing  assembly  which 
also  minimizes  signal  absorption  by  windows  and  elimi- 
nates all  other  sources  of  absorption.  Because  of  the  vac- 
uum enclosure,  diffusion  of  other  gases  into  the  low-pres- 
sure gas  reference  cell  is  almost  completely  eliminated; 
therefore,  the  time  period  available  to  use  the  reference  gas 
cell  has  greatly  increased  and  considerably  less  time  has 
to  be  wasted  on  repumping  and  refilling  procedures.  Also, 
one  LNg  fill  will  last  at  least  18  h.  In  addition  to  greatly 
improved  reliability  and  maintenance  we  have  also  ob- 
tained ]10]  at  least  two  orders  of  magnitude  improvement 
of  the  signal-to-noise  ratio  in  measuring  the  4.3-Mm  fluo- 
rescence. 

The  improvements  in  laser  stability  also  necessitated 
the  use  of  highly  stabilized  microwave  oscillators  and 
frequency  counters  to  measure  both  the  intermediate  and 
the  local  oscillator  frequencies.  The  frequency  counts  were 
directly  fed  into  a computer  for  further  processing  of  the 
data. 

No  description  of  our  experimental  setup  can  be  com- 
plete without  specially  mentioning  the  remarkable  per- 
formance achieved  with  the  improved,  high  speed,  high 
quantum  efficiency  HgCdTe  photodiodes  developed  by 
D.  L.  Spears  at  Lincoln  Laboratory.  We  achieve  mixing  of 
the  microwave  local  oscillator,  or  its  harmonics,  with  the 
COg  laser  beats  directly  in  these  HgCdTe  photodiodes.  The 
generation  of  harmonics  and  the  mixing  of  the  microwave 
signals  closely  correspond  to  varactor  diode  behavior  (11). 
Fig.  2 illustrates  a typical  microwave  frequency  beat  signal 
obtained  by  varactor  harmonic  mixing  and  frequency 
down-conversion  in  such  a photodiode.  Fig.  2 shows  a 
52-dB  signal-to-noise  ratio  with  a 10-kHz  noise  bandwidth 
for  the  24  410.301-MHz  beat  frequency  of  the  '®0'2C'*0 
00*1  - [10*0, 02*0]i  band  P(12)  and  the  i^CieOg  00*1  - 
[10*0, 02*0]i  band  P(6)  transitions;  this  represents  a 16-dB 
increase  in  signal-to-noise  ratio  when  compared  to  our 
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Kii>.  2.  24.410.30l  MHz  beat  frequencv  of  the  laser  00°I  - 

TlO'O.  02»0l,  band  Pn2)  and  the  laser  OO'I  - (lO'O.  02"0|, 

hand  Pi6)  transitions. 

Power  levels  into  photoditxie. 

Laser:0.42  mW 
isQi -clso  l^ser:0.48  mW 
Noi.se  bandwidth;10  kHz 
Second  harmonic  of  microwave  LO  is  used. 

previously  published  results  [2),  (3).  Greater  detection 
sensitivity  was  due  in  part  to  improvements  in  detector 
technology  and  in  part  to  special,  low  microwave  loss  dewar 
and  signal-duplexer  design.  The  two  detectors  presently 
in  use  have  been  installed  well  over  two  years  ago  and  both 
can  detect  the  up  toGO-GHz  (2  cm”')  beat  frequencies  of 
adjacent  COo  rotational  transitions  with  over  30-dB  sig- 
nal-to-noise  ratio. 

Table  I shows  a set  of  20  beat  frequencies  measured 
between  the  indicated  "’0'-C'''0  isotope  transitions  and 
adjacent  laser  lines  used  as  reference.  The  mea- 

sured difference  frequencies  were  fitted  in  a least  squares 
sense  to  the  expansion  of  the  line  frequencies  shown  pre- 
viously in  (1).  The  reference  frequencies  were 

computed  from  the  constants  recently  published  by  Pet- 
ersen [5]  and  his  coworkers  at  the  NBS  in  Boulder,  CO. 

Table  II  shows  the  band  centers  and  rotational  constants 
of  determined  from  the  twenty  beat  frequencies 

listed  in  Table  I.  The  results  in  Tables  I and  II  show  more 
than  10*  improvement  over  the  data  previously  available 
for  this  isotope.  We  expect  another  order  of  magnitude 
improvement  because  the  data  of  Table  I were  taken  prior 
to  installation  of  the  improved  laser  stabilization  equip- 
ment 1 10). 

Hundreds  of  laser  lines  have  been  observed  in  *®0'^**0 
and  in  isotopes  since  both  even  and  odd  rota- 

tional transitions  are  allowed  for  a linear  molecule  in  which 
one  of  the  atoms  is  replaced  by  an  isotopic  substitute.  Our 
current  emphasis,  however,  lies  in  the  determination  of  the 
'*C0  j laser  transitions  because  of  the  rich  spectrum  they 
provide  in  the  vicinity  of  12  nm.  Some  of  the  01 '1  - U'O 
"hot  band"  lines  we  observe  are  near  12.4  in 
lasers.  Fig.  3 illustrates  the  relative  positions  of  lasing 
transitions  in  '«0'  *C'«0.  'eO'^C'^O  and  '^C'^O . 

isotopes.  We  previously  published  |2j,  [3]  a similar  chart 
for  the  ' ' 'CKDj  and  '■^C'*02  isotopes. 

It  is  thus  clear  that  the  spectral  purity,  frequency  sta- 
bility, and  resettability  together  with  the  availability  of 
well  over  a thousand  lasing  transitions  uniquely  endow  the 
COz  system  for  either  direct  use  in  high  resolution  spec- 
troscopy, or  as  a secondary  frequency  standard  in  hetero- 
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TABLE  II 

Band  Centers  and  Rotational  Constants  (in  MHz)  for  “O' ’CO 
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dyne  spectroscopy  with  tunable  lasers,  or  in  precision  IR 
synthesis  which  involves  frequency  mixing.  Examples  of 
such  uses  will  be  given  in  the  remaining  part  of  this 
paper. 

CO2  Laser  Applications  in  IR  Spectroscopy  and 
Synthesks 

The  examples  described  in  this  section  have  been  se- 
lected because  of  some  personal  interest  or  involvement 
of  the  author  and  are  not  meant  to  be  all  inclusive.  By 
comparison  with  selected,  doubled  CO2  transitions  [12]  the 
entire  CO  laser  spectrum  may  be  also  utilized  as  a secon- 
dary frequency  standard  in  the  4.9  to  7.5-Mm  portion  of  the 
infrared  spectrum.  With  the  sole  exception  of  the  satura- 
tion resonance  stabilization  technique  using  the  4.3-am 
spontaneous  emission,  al)  other  aspects  of  this  paper  can 


65 


IEEE  TRANSACTIONS  ON  INSTRUMENTATION  AND  MEASUREMENT.  DECEMBER  1976 


00*1  - [io*o,oz*o)^  00*1-  [io*o.02*o] 

oo’i-[io*o.o2*o]  I I oo'i-[rfo.oi’o]  I 


oo'i- 

0'0.02*0]  ^ 

OO'I- 

[lO'O.OZ*©]  ^ 

Ri59)- 

R(0l 

Pi  U'Pf59J 

Pi59l- 

RiOi 

1 Piii-Pi58i 

Oi't-ll'o 
~ 'hot'  8*n0 


00’l-[l0"0.02*o] 


[i0*0.02*o]  ; 


ii50  iiOO  '050  '000  950  900  850  800 

tVAVE  ^^UM6ER  i<m  ') 


90  9,5  lO.O  >0.5  II. 0 h.5  '2.0  >2.9 

wavelength 

rOj  ISOTOPE  laser  transitions 

Fig.  3.  Comparison  of  the  frequency  domain  of  rare  CO2  isotope  lasers  with 


12  Vw  wavelength  calibration 

Fir.  4.  Kxperimental  setup  used  to  calibrate  NH:^  absorption  lines  at 

Iti  urn. 


be  easily  extended  to  the  molecular  CO  laser  system.  Sta- 
ble. sealed-off  CO  laser  operation  has  been  previously 
demonstrated  {I3|.  The  Lamb  dip  in  CO  lasers  (14j  can  be 
used  to  set  the  laser  transitions  well  within  1 MHz  of  line 
center.  The  HgCdTe  varactor  photodiodes  are  just  as 
useful  at  CO  wavelengths.  Indeed,  microwave  frequency 
beats  between  CO  laser  transitions  equivalent  to  the  one 
shown  in  Fig.  2 have  been  previously  described  12),  |12), 
115).  [16). 

Fig.  4 illustrates  probably  the  most  precise  measurement 
method  available  to  date  in  the  calibration  of  absorption 
spectra.  In  the  experimental  arrangement  of  Fig.  4,  the 
outputs  of  a tunable  diode  laser  and  a '^C'*02  laser  are 
combined  by  a beam  splitter.  One  part  of  the  combined 


Fig.  5.  Spectrum  analyzer  diaplay  of  a 6775-MHi  beat  frequency  be- 
tween a '*C'^2  laser  transition  and  a tunable  diode  laser  probe  held 
to  one  of  the  NH^  absorption  lines  near  12.1  am. 

radiation  is  heterodyned  on  a fast  HgCdTe  varactor  pho- 
todiode [11],  and  the  beatnote  displayed  and  measured  by 
a microwave  spectrum  analyzer  (or  counter).  The  other 
part  of  the  combined  laser  radiation  is  used  to  probe  an 
absorption  cell,  which  in  this  particular  experiment  was 
filled  with  NHs  at  a pressure  of  5 torr. 

Fig.  5 shows  a heterodyne  beat  frequency  of  6775  MHz 
between  the  *^C'®02  laser  and  the  diode  laser  tuned  to  one 
of  the  NHa  absorption  lines  near  12.1  ^m.  With  the  CO2 
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TABLE  111 

Beat  Frequency  Generation  in  the  0-  to  2000-MHz  Range  by 
Synthcaia  of  “C“0,  and  "0'’C"0  Isotope  Laser  Trsnsitions 
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laser  stabilized  to  its  line  center  and  the  diode  laser  locked 
to  the  absorption  line  to  be  measured,  heterodyne  cali- 
bration can  provide  an  accuracy  not  presently  available  by 
any  other  method. 

At  Kitt  Peak  National  Observatory,  in  a whole  series  of 
beautiful  experiments,  heterodyne  detection  was  used  to 
measure  COj  emission  lines  in  the  atmospheres  of  Venus 
and  Mars.  The  observed  frequencies  have  been  combined 
with  a knowledge  of  the  COz  transition  rest  frequencies 
and  the  center  of  mass  velocity  of  the  planet  to  determine 
the  line-of-sight  wind  velocities  in  the  upper  atmosphere 
of  Venus  (18|,  (19|. 

In  heterodyne  experiments  with  CO2  lasers  it  is  often 
advantageous  to  use  a local  oscillator  with  a precisely 
known  offset  frequency.  For  instance  knowledge  of  the 
910.365-MHz  beat  frequency  between  the  ’®C'*02  [10*0, 
02«'0)i  P(16)  and  the  Ol'l  - ll'O  band  P(31) 

transitions  provided  a convenient  choice  in  the  observation 
of  hot  band  emission  lines  in  the  atmosphere  of  Mars 
|19). 

The  computerized  setup  shown  in  Pig.  1 gives  great 
flexibility  in  the  processing  and  use  of  accumulated  ex- 
perimental results.  For  example.  Table  III  shows  the  beat 
frequencies  from  0 to  2000  MHz,  computed  and  sorted  for 
the  and  '«0'*C'*0  isotopes. 

Microwave  (or  lower)  frequency  generation  may  be 
achieved  with  a single  laser  filled  with  a mixture  of  CO2 
isotopes.  The  spectral  purity  and  long  term  stability  of  the 
(self-)  beatnotes  obtained  in  this  way  may  only  be  com- 


Fig.  6.  Spectrum  analyzer  display  of  3,165-MHz  beat  frequency  of  the 
00°l  - llO'0, 02°0|ii  band  P(IO)  and  the  ‘^C'^Oa  00*1  - (lO'O. 
02*0|i  band  R(I8)  transitions. 


pared  to  stabilized  oscillators  of  the  highest  quality.  Fig. 
6 shows  the  spectrum  analyzer  display  of  the  3165-MHz 
self-beat  frequency  of  the  '^C’®02  00®  1 — jl0®0,  02®0)j| 
P(10)  and  the  '2C"’02  00®1  - [10®0,02®0li  R(18)  transi- 
tions. The  spectral  purity  of  such  self-beats  is  explained 
by  the  fact  that  the  fractional  frequency  stability  at  the 
microwave  beat  frequency  will  be  identical  to  the  stability 
of  the  laser  frequency  itself.  Short-term  stabilities  of  10~" 
to  10~''^  are  routinely  achieved  with  well  designed  and 
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TABLE  IV 

Computerized  IR  Synthesis  st  16  «jm  to  Find  All  Possible  CO,  Isotope  Line  Combinations 
for  which  the  Difference  Frequency  Between  Frequency  Doubled  '*C'‘0,  and  Any  Other 
CO,  Transition  Will  Fall  Within  625.0  ± 0.1  cm'' 


iFgIcm’’) 

s 

2 

X 

-1 

X 

b24. 901199 

2 

• 

U0UC160 

(OOOIglOOO 

p 

621 

..  1 

1B012C180 

(0001, 1000) 

R 

56) 

62u.9m02 

2 

• 

16019C160 

<0001*1000 

p 

81 

- 1 

■ 

100 12c 180 

(0001,0200) 

R 

16) 

629, 920791 

2 

• 

16019C160 

(0001* 1000 

p 

58) 

- 1 

* 

16013C180 

(0001,0200) 

P 

22) 

twtt . 923^99 

2 

• 

16019C160 

(0001*1000 

p 

««l 

- 1 

• 

16013C160 

(0001,0209) 

8 

18) 

629.999936 

2 

• 

16019C160 

(0001*1000 

p 

3#) 

- 1 

ft 

16013C180 

(0001,0200) 

1 

67) 

629,996399 

2 

• 

160l«Ct60 

(0001, 100c 

p 

l«l 

- 1 

18013C180 

(0001,0209) 

R 

38) 

629. 960680 

2 

• 

16019C160 

(0001*1000 

p 

22) 

- 1 

• 

160 12c 180 

(0001,0209) 

P 

2) 

629. 965292 

2 

■ 

16019C160 

(0001*  1060 

p 

6 2) 

- 1 

16012C1B0 

(0001,0209) 

P 

66) 

629.968260 

2 

• 

16019C16U 

(OOC),100C 

p 

32) 

- 1 

• 

16012C180 

(0001,0200) 

P 

26) 

629.976181 

2 

* 

16019C160 

(0001,1000 

p 

20) 

- 1 

• 

16012C160 

(0001,0200) 

R 

16) 

629.977011 

2 

• 

16019C160 

(0001,1000 

p 

6) 

- 1 

• 

16012C190 

(0001,0200) 

R 

«C) 

629.962866 

2 

• 

16019C160 

(0001,1000 

p 

30) 

- 1 

1601 3C180 

(0001,9200 

R 

66) 

629 . 999227 

2 

• 

16019C160 

(0001,1000 

R 

0) 

- 1 

• 

10O12cM8O 

(0001,0200) 

fi 

62) 

625.000760 

2 

16019C160 

(0001,1000 

p 

18) 

• 1 

• 

10O12C18O 

('■001,0200 

P 

8) 

625.C130:5 

2 

• 

16019C160 

(0001*1000 

p 

321 

- 1 

1601)C180 

(0001,0200) 

» 

55) 

525.C19629 

2 

• 

16019C160 

(0001,1000 

p 

50) 

- 1 

16012C180 

(9001,020')) 

P 

58) 

62S.C29011 

2 

• 

16019C160 

(0001,1000 

p 

62) 

- 1 

ft 

U013C160 

(0001,0200) 

R 

26) 

625. ''  32326 

2 

• 

16019C160 

(0001,1000 

p 

26) 

- 1 

ft 

10O12C18O 

(9091,0200) 

P 

26) 

625.035219 

2 

• 

16019C160 

(0001*1000 

p 

2) 

- 1 

ft 

16O12C10O 

(9C91,0200) 

R 

56) 

625.C96729 

2 

• 

16019C160 

(0001*1000 

p 

28) 

- 1 

ft 

16012C160 

(0CC1,02O0) 

P 

6) 

625,051607 

* 

2 

• 

16019C160 

(0001, 10CC 

p 

66) 

* 1 

1601 3C160 

(CCC1,0209) 

R 

12) 

625.C6511C 

2 

• 

16014C160 

(0001,1030 

p 

12) 

- 1 

• 

16012C180 

(-'?01,02')CI 

R 

221 

625.077193 

2 

• 

16019C160 

(0001*1000 

p 

60) 

- 1 

ft 

16012C180 

('■001,  10CC) 

R 

62) 

625.007919 

2 

» 

16019C160 

(OC01*10^<' 

V 

66) 

-1 

ft 

160HC160 

(OC-:  1,029'') 

P 

3:) 

COj  ISOTOPE  ^ASER  FREQUENCY  SYNTHESIS 
Fj  = 625.0  » 0.1  cm"' 

•-j  = 18.750  S 0.003  THi 

Xj  = I 6 00000  1 0.00256>im 


acoustically  shielded  CO2  lasers  in  a normal  laboratory 
environment  |20]. 

Table  IV  illustrates  IR  synthesis  at  16  pm,  in  which  the 
computer  was  given  the  task  to  find  all  possible  CO2  iso- 
tope line  combinations  for  which  the  difference  frequency 
between  frequency  doubled  ''*C^^02  transitions  and  any 
other  CO2  transition  will  fall  within  625.0  ±0.1  cm~'.  (It 
should  be  noted,  however,  that  Table  IV  was  computed 
from  our  preliminary  spectrometer  measurements  on 
'^C‘®02  and  should  not  be  considered  final  and  accurate, 
but  rather  as  an  example  of  methodology.) 

Conclusions 

Rare  CO2  isotopes  can  provide  a many-fold  expansion 
of  the  already  highly  useful  spectral  range  of  CO2  lasers. 
In  terms  of  number  of  lasing  transitions,  power  output, 
gain,  stability,  and  sealed -off  cw  operation  characteristics, 
rare  isotope  lasers  are  generally  similar  to  the  commonly 
used  '2C*®02  lasers.  Since  sealed-off  CO2  laser  operating 
life  times  of  over  10  000  h have  been  reported  by  a number 
of  laboratories,  the  additional  cost  of  a few  torr-liters  of 
isotope  required  for  a properly  designed  laser  is  not  sig- 
nificant. 

Even  the  few  examples  given  in  this  paper  make  it  quite 
clear  that  the  spectral  purity,  frequency  stability  and  re- 
settability  together  with  the  availability  of  well  over  a 
thousand  lasing  transitions  uniquely  endow  the  CO2  sys- 
tem for  either  direct  use  in  high  resolution  spectroscopy 


or  as  a secondary  frequency  standard  in  heterodyne 
spectroscopy  with  tunable  lasers,  or  in  precision  IR  syn- 
thesis which  involves  frequency  mixing. 

A systematic  and  precise  evaluation  of  the  band  centers, 
rotational  constants,  and  lasing  transition  frequencies  of 
the  CO2  isotopes  is  under  way.  These  data  will  also  be  of 
great  value  in  evaluating  the  potential  function  under  the 
influence  of  which  the  nuclei  are  moving. 
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The  dynamics  of  air  breakdown  initiated  by  a particle  in 
a laser  beam* 
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(Received  II  October  1976;  accepted  for  publication  4 January  1977) 

An  experimental  study  was  made  of  air  breakdown  induced  by  a single  SO-fun  particle  at  the  focua  of  a S- 
J pulsed  10.6-fim  laser  beam.  The  breakdown  thresholds  for  50-)im  carbon  and  Na(3  particlsa  were 
csSxlO’  and  8x10’  W/cm’.  The  dynamics  of  plasma  formation  were  studied  with  an  imafe-convettcr 
camera.  At  low  intensities  the  plasma  grew  as  an  axisymmetric  volume  surrounding  the  particle.  At  higher 
inteiuities  the  plasma  formed  as  a thin  disk  which  propagated  towards  the  laser.  The  growth  rates  were 
measured  as  a function  of  beam  intensity.  The  transmitted  laser  energy  was  measured  as  a function  of 
beam  parameters  and  compared  to  an  idealised  dynamics  model. 

PACS  numbers  52.50.Jm.  42.68.Rp.  42.60.He 


It  has  been  established  experimentally''*  and  theo- 
retically’* that  the  threshold  for  laser-induced  break- 
down in  air  can  be  lowered  substantially  by  the  presence 
of  dust  particles  in  the  laser  beam.  In  this  paper  we 
give  the  results  of  an  experimental  study  of  air  break- 
down triggered  by  a single  50- pm  carbon  particle 
positioned  at  the  center  of  a focused  10. 6-pm  laser 
beam.  Results  are  given  for  the  effects  of  spot  size  on 
the  breakdown  threshold,  the  growth  dynamics  of  the 
breakdown  within  the  laser  beam,  and  the  extinction  of 
the  laser  beam  due  to  the  breakdown  plasma.* 

The  experimental  apparatus  is  shown  in  Fig.  1.  The 
laser  beam  was  provided  by  a Febetron-CO,  laser 
operated  in  the  short-pulse  mode.*®  The  pulse  shape  for 
this  device  consisted  of  a 150-nsec  spike  and,  with  N, 
in  the  lasing  mixture,  a 2-psec  tall  (Fig.  2).  The  peak 
output  power  was  ^ 10  MW.  The  beam  was  focused  with 
spherical  mirrors.  50-pm  particles  were  dropped  into 
the  focal  volume  from  an  activated  dispenser  through 
a hypodermic  needle.  When  a particle  was  at  a pre- 
selected position  in  the  beam,  HeNe  laser  light  was 
scattered  through  a microscope  system  Into  a PM  tube 
and  Initiated  the  experimental  triggering  sequence.  The 
position  of  the  particle  was  observed  from  a back- 
lighted micrograph  obtained  by  firing  a nanolight.  With 
this  technique  particles  could  be  positioned  consistently 
to  within  a particle  diameter.  An  image -converter 
camera,  with  exposure  times  down  to  10  nsec,  was 
used  to  obtain  time -resolved  Information  on  the  growth 
of  the  breakdown  in  the  beam.  The  transmitted  beam 
was  reimaged  and  magnified  9x  at  a pair  of  photon  drag 
detectors  to  obtain  the  radial  and  temporal  dependence 
of  the  transmitted  beam. 

The  laser-intensity  profile  at  focus  was  determined 
from  a set  of  bums  of  known  relative  intensity  obtained 
by  inserting  a diffraction  grating  in  the  beam.  Also, 
measurements  of  the  magnified  focal  plane  were  made 
directly  with  a pair  of  coaxial  annular  detectors.  The 
focal  spot 'was  approximately  Gaussian  In  shape  with  a 
divergence  D/F<“  10  mrad  where  D is  the  e'*  diameter 
at  focus  and  F is  the  mirror  focal  length. 

Figure  3 shows  a back-lighted  micrograph  of  a parti- 
cle taken  6 psec  after  being  hit  by  the  laser  beam  inci- 
dent from  the  left.  This  shows  what  happens  to  a parti- 
cle at  below  threshold  Intensity.  The  laser  beam  heats 
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one  side  of  the  particle  to  incandescence.  The  resulting  | 

vaporization' causes  the  particle  to  jet."  From  the  mea- 
sured velocities  it  was  determined  that  the  particle  i 

motion  at  the  peak  laser  intensity  was  *1  pm,  which  had  I 

negligible  effect  on  the  breakdown  threshold  I 

measurements.  i 

The  breakdown  thresholds  (50%  probability  of  break- 
down) for  50-pm  carbon  and  NaCl  particles  were 
^ 5 xlO’  and  8 xlO’  W/cm*.  These  are  well  below  the 
threshold  for  clean  air, ’■"'*’  3 xlO*  W/cm*.  As  was 
shown  in  Refs.  2 and  6,  the  aerosol  bresdcdown  thresh- 
olds depend  on  the  size  of  the  particles,  with  smaller 
particles  having  larger  thresholds.  For  single  50-pm 
carbon  particles  the  threshold  was  measured  for  three 
focal  spot  diameters  (4,  1,  and  0.55  mm)  and  was 
found  to  be  insensitive  to  spot  size,  as  would  be  ex- 
pected for  spots  much  larger  than  the  particle  size. 

Figure  4 shows  a series  of  image -converter  frames 
which  Illustrate  the  growth  of  a breakdown  at  near- 
threshold Intensity.  The  dashed  white  lines  mark  the 


FIG.  1.  Experimental  apparatus  used  to  study  breakdown  dy- 
namics. Time-resolved  Information  on  the  growth  dynamics 
was  obtained  with  the  image-converter  camera.  Particles 
were  placed  at  a spot  in  the  focal  volume  with  the  activated 
particle  dropper  shown  In  the  inset. 
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FIO.  1.  Laser  (Xilse  shape  (a)  with  no  N2  and  (b)  with  Nj  in  the 
lasing  mixture. 


(’■*  diameter  of  the  beam  which  was  1 mm.  The  laser 
beam  was  incident  from  the  left.  The  four  frames  were 
taken  on  four  separate  shots  at  the  indicated  exposure 


FIG.  3.  Back-lighted  micrograph  of  a 50-pm  carbon  particle 
taken  6 paec  after  being  hit  by  a laser  pulse  Incident  from  the 
left. 


I = 2.4  X 10  , Iq  = 4.8  X 10  W/cm 

T (nsec) 


200 


330 


520 


720 


FIG.  4.  Series  of  image-converter  frames  illustrating  break- 
down growth  at  near-threshold  intensity.  Dashed  lines  show 
e"'  diameter  of  the  laser  beam  which  was  incident  from  the 
left. 


times  relative  to  the  start  of  the  pulse.  The  breakdown 
initiated  near  the  peak  laser  intensity  and  grew  radially 
and  axially  as  a volume  absorbing  plasma.  The  axial 
velocity  was  slightly  larger  than  the  radial  velocity 
which  had  an  initial  value  si. 4x10'  cm/sec.  The  veloC' 
ities  were  observed  to  decrease  by  =25%  after  *300 
nsec  due  probably  to  the  fall  off  in  laser  intensity.  Note 
that  the  particle  remains  visible  in  each  of  the  frames. 

At  high  laser  intensities  the  character  of  the  break- 
down growth  changed  abruptly.  This  is  illustrated  in 
Fig.  5 where  the  intensity  was  Increased  above  thresh- 
old by  a factor  of  5.  The  top  frame  is  a time -integrated 
photograph  of  the  breakdown.  In  the  remaining  frames 
the  white  dot  indicates  the  position  of  the  particle.  For 
these  higher  intensities  the  breakdown  developed  as  a 
thin  absorbing  front  which  propagated  towards  the  laser 
and  grew  radially.  This  type  of  breakdown  growth  is 
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characteristic  of  the  laser-supported  denotation  wave 
(LSD)  described  by  Raizer.  ** 

The  radial  and  axial  velocities  obtained  from  data  of 
this  type  are  shown  in  Fig,  6 as  a function  of  intensity. 
At  lower  intensities  both  velocity  components  increased 
approximately  linearly  with  intensity.  At  higher  intensi- 
ties the  axial  velocity  varied  roughly  as  which  is  in 
agreement  with  planar  LSD  wave  theory.*^ 

The  extinction  of  laser  intensity  by  the  breakdown 
plasma  for  a spot  diameter  of  1 mm  was  measured 
directly  by  reimaging  the  focal  spot  with  magnification 
on  two  photon  drag  detectors,  one  giving  the  power 
transmitted  through  the  central  disk  of  radius  >-  = 0.023 
cm  and  the  other  giving  the  power  through  concentric 
annulus  with  the  outer  radius  being  0.067  cm.  A com- 
parison was  made  of  the  arrival  time  of  the  luminous 
front  at  a given  radius  within  the  beam  with  the  time  for 
the  cutoff  of  laser  power  within  that  radius.  For  most 


a Aiiol  Velocity 
a - Radiol  Velocity 


4- 


I = 1.7x10®  W/cm2 
2.4x10®  W/cm2 


T (nsec) 


AVERAGE  intensity  (W/cm^  ) 


4 8 « to'  t 2 « to*  2 4 . to* 

PEAK  intensity  (W/cm^) 

FIG.  6.  Axial  and  radial  velocities  of  particle-initiated  break- 
down within  the  beam. 


Time 

Integroted 


conditions  the  two  times  are  the  same,  indicating  total 
laser  extinction  within  the  luminous  region.  However,  at 
low  intensity  or  for  small  plasma  dimensions  the  cutoff 
of  the  laser  energy  occurred  sl50  nsec  after  the  arrival 
of  the  luminous  front,  indicating  a relatively  long  ab- 
sorption depth  in  the  plasma.  This  is  consistent  with  the 
character  of  the  breakdown  development  at  low  intensi- 
ties, e.  g. , Fig.  4.  The  absorption  depths  within  the 
breakdown  plasma  was  estimated  (neglecting  reflective 
losses)  by  comparing  the  luminous  thickness  with  the 
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FIG.  5,  Breakdown  dynamics  at  five  times  threshold  intensity. 


^•v,Tp/r 

FIG.  7.  Fractional  energy  transmission  as  a function  of  beam 
size  r,  pulse  length  Tp,  and  beam  intensity  i,  where  v^V)  is  the 
radial  growth  rate  at  intensity  /,  The  solid  curve  is 
theoretical. 
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trsnamitted  intensity.  At  near-threshold  intensities 
OoO.S  mm,  and  at  higher  intensities  fio-O.lS  mm. 

These  resulU  for  the  finite  radial  growth  rates  indi- 
cate that  the  total  energy  transmitted  through  a beam 
with  a particle -induced  breakdown  should  be  a strong 
function  of  the  beam  diameter  and  pulse  length.  For 
example,  for  a large  beam  and  a short  pulse  length  the 
breakdown  does  have  a chance  to  grow  substantially  and 
causes  little  attenuation  even  though  a fully  developed 
breakdown  has  been  Initiated.  These  statements  can  be 
made  more  quantitative  in  terms  of  an  Idealized  model 
for  the  effects  of  the  finite  radial  growth  rate  in  which 
we  consider  a uniform  laser  beam  of  radius  r and  a 
rectangular  pulse  shape  of  pulse  length  t,.  If  the  plas- 
ma, assumed  to  be  opaque,  grows  at  a constant  radial 
velocity  v.U),  the  beam  will  be  cutoff  at  tome 
= r/vjj).  The  transmitted  energy  E,  is 

and 

E,  = 2£o/30, 

where  £0  is  the  total  pulse  energy  and  v(l)T^/r. 

This  effect  was  studied  directly  by  measuring  the 
transmitted  energy  as  a function  of  the  incident  pulse 
energy  for  three  different  spot  sizes  and  two  pulse 
lengths.  A short  pulse  length  was  obtained  by  removing 
the  Nj  from  the  lasing  mixture.  These  data  are  shown 
in  Pig.  7 where  the  fraction  of  transmitted  energy  is 
shown  as  a function  of  the  parameter  3.  The  values  of 
»/,(/)  used  in  the  parameter  0 were  obtained  from  Fig.  6. 


The  solid  curve  shows  the  theoretical  model  which,  even 
though  Idealized,  is  in  close  agreement  with  file  data. 
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Hole-boring  in  clouds  by  high-intensity  laser  beams:  theory 


R.  C.  Hamey 


The  physics  of  hole  lx>ring  in  clouds  and  fogs  by  high-intensity  ir  laser  beams  is  investigated  in  a zeroth- 
order  approximation.  Simple  analytical  expressions  are  obtained  which  describe  the  phenomena  of  interest. 
Application  of  these  expressions  to  various  types  of  clouds  and  fogs  yields  order-of-magnitude  estimates  of 
the  laser  powers  required  to  bore  holes  of  a given  size  and  quality.  The  power  requirements  for  hole-boring 
through  light  ground  fogs  or  thin  overcasts  are  in  excess  of  100  kW,  while  hole-boring  through  thicker  over- 
casts will  require  laser  powers  much  in  excess  of  10  MW.  Dispersal  of  ground  fogs  over  an  extended  area  will 
require  la.ser  powers  in  the  10’'-10'*-W  range  and  thus  may  not  be  cost  effective  simply  in  terms  of  energy  con- 
sumption. 


Introduction 

I'he  possible  application  of  high -intensity  la.ser  beams 
to  boring  holes  in  clouds  or  dispersing  fogs  has  received 
considerable  attention  because  of  its  obvious  potential 
impacts  on  long  distance  communications  and  trans- 
portation safety.  Numerous  theoretical  calculations' 
and  experiments-'*  " have  already  been  performed  with 
varying  degrees  of  sophistication.  However,  few  of 
these,  if  any,  have  seriously  addressed  the  laser  re- 
quirements for  hole-boring  or  fog  dissipation  in  prac- 
tical applications.  Consequently,  it  may  he  useful  at  this 
point  to  analyze  the  problem  of  hole-horing  from  an 
elementary  point  of  view  to  place  the  problem  in  its 
proper  technological  perspective. 

In  this  paper  we  examine  the  physics  of  hole-boring 
in  a zeroth-order  approximation  to  obtain  a few  simple 
analytical  expressions  describing  the  phenomena  of 
interest.  These  simple  expressions  are  then  applied  to 
hole-boring  in  three  different  types  of  clouds  to  obtain 
order-of-magnitude  estimates  of  the  laser  powers  re- 
quired to  bore  a given  size  and  quality  of  hole.  The 
results  indicate  that  hole-boring  through  light  fogs  and 
thin  overcasts  will  require  powers  at  least  of  the  order 
of  100  kW,  while  hole-boring  through  moderate  to  heavy 
overcasts  will  require  powers  in  excess  of  10  MW. 
Dispersal  of  ground  fog  over  an  extended  area  will  re- 
quire laser  powers  in  the  10*-10®-W  range  and  thus  may 
not  be  cost  effective  simply  in  terms  of  energy  con- 
sumption. 
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Theory 

Fogs  and  clouds  are  composed  of  fine  droplets  of 
water  roughly  spherical  in  shape.  Droplet  diameters 
range  from  submicrometer  to  a few  tens  of  micrometers 
with  mean  droplet  diameters  in  the  1-5-pm  range.® 
The  total  water  content  in  a cloud  may  vary  from  0.01 
g/m'*  to  10  g/m-’. 

Consider  a single  droplet  of  water  of  radius  R im- 
mersed in  a laser  beam  of  intensity  I and  10.6-pm 
wavelength.  If  the  diameter  of  the  droplet  is  of  the 
order  of  or  smaller  than  the  absorption  length  of  the 
laser  radiation,  the  droplet  will  be  uniformly  heated 
throughout  its  volume.  As  will  be  seen  shortly,  this 
condition  is  valid  for  the  majority  of  droplets  in  almost 
any  cloud.  Consequently,  the  rate  of  energy  deposition 
in  the  droplet  due  to  absorption  of  the  laser  light  is 
proportional  to  the  volume  of  the  droplet  and  to  the 
laser  intensity; 


dl  I drp  >3 

where  K is  the  absorption  coefficient.  Although  K is 
in  actuality  a function  of  R,  in  the  zeroth-order  ap- 
proximation characteristic  of  this  paper  we  will  assume 
it  to  be  a constant  with  a value,  K ~ ID'  cm“'.'°-"  The 
absorption  length  is  the  inverse  of  K,  so  Ek).  (1)  is  valid 
for  droplets  with  diameters  of  the  order  of  10  pm  or  less. 
Neglecting  heat  transfer  to  the  surrounding  air  and  the 
changing  surface  energy  of  the  droplet,  the  rate  of  en- 
ergy loss  of  the  droplet  is  proportional  to  the  mass  loss 
through  vaporization: 


dt  vap 


dl  dt 


(2) 


where  H is  the  heat  of  vaporization  of  water  (2300  J/g) 
and  p is  the  density  of  water  ( 1 g/cm").  In  the  adiabatic 
approximation  the  rate  of  energy  loss  equals  the  rate  of 
energy  deposition.  Consequently, 
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dt 


or  upon  integration 


(3) 


(4) 


'I'he  vaporization  time  t,,  may  be  defined  as  the  time 
required  for  the  droplet  to  shrink  to  some  arbitrary 
fraction  of  its  original  volume  when  exposed  to  a con- 
stant intensity  /„.  A volume  reduction  of  will  re- 
duce all  droplets  less  than  50-^m  diam  to  submicro- 
meter diameters.  Since  this  is  mathematically  conve- 
nient, we  will  use  this  factor.  From  Eq.  (4)  we  now 
find 


In  A = 

" R.,~  3 “ ~ 3Hp 

or 


lOHp 

A7„ 


(5) 


(6) 


when  /„  is  expressed  in  W/cm-.  A minimum  possible 
value  for  f,  can  be  obtained  from  hydrodynamic  con- 
siderations. Regardless  of  the  energy  deposited,  the 
droplet  of  vapor  cannot  expand  significantly  faster  than 
the  sound  speed  C,.  For  a vapor  density  reduction  of 
10'*,  C,  = 3 X 10'*  cm/sec,  and  R,,  = 5 /im,  we  find 


(.  mm  ~ ~ 2 X 10-' sec.  (7) 

Consequently,  increasing  the  intensity  beyond  10* 
W/cm2  will  have  little  effect  on  f,.. 

Now  consider  a laser  beam  incident  on  a cloud  of 
droplets.  Initially  (t  = 0)  the  laser  beam  is  attenuated 
due  to  both  absorption  and  scattering.  The  intensity 
as  a function  of  distance  into  the  cloud  is  given  by 


/(i.O)  = l„  exp(-«jt>,  (8) 

where  <»  is  the  extinction  coefficient.  As  with  K,  a is 
a function  of  the  distribution  of  particle  diameters.  We 
will  assume  it  to  be  a constant  in  time,  depending  only 
on  the  water  content  Q(g/m*)  of  the  cloud.  Thus, 

II  = (iNifi,,'*)  “ ~ / ';r  \ ^ 'O'*  y cm"'.  (9) 

where « is  the  Mie  efficiency  factor  (~0..3)  and  N is  the 
number  density  of  droplets.  A value  R„  ~ 2 i/m  was 
cbosen  because  droplets  in  this  size  range  have  the  most 
influence  on  a.*  '**.!! 

The  absorption  of  the  laser  light  causes  droplets  in 
the  cloud  to  vaporize.  However,  because  the  intensity 
falls  off  with  distance  into  the  cloud,  droplets  at  the 
front  of  the  cloud  vaporize  before  droplets  at  the  back 
of  the  cloud.  The  result  is  a vaporization  front  which 
propagates  at  some  velocity  V through  the  cloud  in  the 
direction  of  the  laser  beam.  Consider  a droplet  which 
is  a small  distance  dx  into  the  cloud.  At  t = this 
droplet  will  only  be  partially  vaporized,  with  a radius 
given  by 


R(tJ  = Ro  exp  /„  exp(-cidz)dt  j 

= /?„  exp  - (i/,,dx)j  . (10) 

Since  at  t = ti,  the  droplets  at  x = 0 have  just  vaporized, 
they  no  longer  attenuate  the  beam.  Consequently,  the 
droplets  at  x = dx  will  vaporize  at  time  t'  given  by 

-si'-) 

I,  r . Kio  r''  1 

= ‘"J- 

Equation  (11)  simplifies  to 

r K/„  , , K/„  1 

which  implies 

<i(,,dx -(('-(,,)  = 0.  (i:i) 

Consequently,  we  see  that  the  vaporization  front  moves 
with  velocity 

V® * — 40  — cm/sec,  (14) 

(/'-(,)  at,  Q 

where  we  have  used  our  earlier  estimates  of  a and  tu-  It 
should  be  noted  that  the  speed  of  light  sets  an  upper 
limit  to  V. 

If  there  is  a wind  in  the  cloud,  droplets  will  contin- 
ually move  into  the  laser  beam.  Even  in  tbe  absence  of 
a real  wind,  heating-induced  convection  and/or  Brow- 
nian motion  will  cause  an  effective  wind.  If  we  assume 
the  laser  has  been  on  for  a time  long  compared  with  t,. 
(thus  we  may  consider  the  steady-state  solution)  and 
label  the  wind  velocity  U.  we  find  the  following  simple 
results.  At  the  front  of  the  cloud  the  time  required  for 
vaporization  of  the  droplets  is  Here  the  droplets  will 
travel  a distance  f/tj.  into  the  laser  beam  before  vapor- 
izing. At  a distance  x into  the  cloud,  the  time  required 
for  vaporization  of  the  droplets  is  f,.  + x/V.  At  this 
point  the  droplets  can  penetrate  a distance  Vt^  + xU/V 
into  the  laser  beam.  This  behavior  is  shown  schema- 
tically in  Fig.  1 . After  the  water  vapor  has  been  carried 
out  of  tbe  laser  beam  by  the  wind,  it  will  gradually  lose 
its  accumulated  heat  energy  and  recondense  into 
droplets.  The  phenomenon  of  recondensation  has  no 
effect  on  hole-boring  but  is  of  prime  importance  in  fog 
dispersal,  which  will  be  discussed  later. 

Clearly,  if  any  of  the  laser  beam  is  to  penetrate  the 
cloud  completely,  the  quantity  Ut„  + LU/V,  where  L 
is  the  thickness  of  the  cloud,  must  be  smaller  than  the 
beam  diameter  D.  Thus 

iri,.  + i.(V/V)  = {'(,,(1  + <,/-)  < i)  (1,1) 

Expressing  this  inequality  in  terms  of  the  laser  intensity 
yields 

2f>V 

/„>—(!  + 10-"Q;,)W/ctn2  (16) 

as  the  minimum  intensity  which  will  bore  a bole  (of  zero 
size  at  the  back  of  tbe  cloud)  in  a given  cloud.  However, 
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Ki((.  1.  SchemalK  of  the  clearint!  profile  of  a cw  laser  Iwim.  The  foj; 
thickness  is  L;  the  laser  heam  diameter,  I):  the  wind  speed,  ( the 
vaporization  front  velocity.  V.  and  the  vaporization  time,  (, 


in  most  practical  applications,  the  hole  size  at  the  rear 
of  the  cloud  must  be  an  appreciable  fraction  of  the  beam 
size.  This  causes  an  increase  in  the  required  intensity 
by  a factor  (I  - where  D,.  is  the  required  hole  size 

expressed  as  a fraction  of  the  laser  beam  size.  In 
practical  applications,  the  factor  mav  be  as  large  as 
100. 

The  relations  derived  above  serve  to  define  the  be- 
havior of  cw  laser  beams  in  clouds  and  fogs.  However, 
we  can  also  discuss  the  behavior  of  pulsed  laser  beams 
in  terms  of  the  same  quantities,  f,  and  V.  If  the  pulse 
duration  tp  is  longer  than  the  time  required  for  the  va- 
porization front  to  be  initiated  and  propagate  com- 
pletely through  the  cloud,  f,  + fW',  the  laser  pulse  may 
be  effectively  treated  as  a cw  beam.  After  the  pulse  is 
over,  the  hole  will  be  filled  in  completely  by  the  wind  in 
a time  tj  = D/V. 

Consider  a pulse  of  duration  = t,  + UV  = /,  (1  + 
(xL),  which  is  sufficiently  short  that  the  effects  of  wind 
may  be  neglected  Up  « D/U).  Substituting  the  ex- 
pression for  ti-  we  obtain 

/,,/p  > 25(1  + .r/,)J/rm-  (17) 

as  the  minimum  pulse  energy  density  required  to  bore 
a hole.  If  ixL  » 1,  this  reduces  to 

/,.fp  > 2hnl.  = 0.025/,Q  .1/cm^.  ( 181 

It  is  interesting  to  note  that  this  is  12.5  times  the  total 
heat  of  vaporization  of  the  water  contained  in  a 1 -cm^ 
column  through  the  cloud. 

If  tp  < /„  + L/V,  the  laser  pulse  cannot  bore  a com- 
plete hole  before  the  pulse  is  over.  Consider  first  the 
case  tp  < t,  mm-  This  limit  is  applicable  to  mixle-locked 
or  ^-switched  laser  pulses.  In  this  case  no  vaporization 
at  all  can  occur  before  the  pulse  is  over.  However,  it  still 
may  be  possible  to  deposit  enough  energy  in  the  droplets 
so  they  will  vaporize  after  the  pulse  is  over.  For  a 
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complete  hole  to  be  bored,  the  total  energy  deposited 
in  a droplet  at  the  rear  of  the  cloud  must  exceed  the  totad 
vaporization  energy  of  the  droplet.  This  requirement 
yields  the  following  equation: 

Kdfp  = — - — Ulu  expi-ttlAlp  > — pH,  (19) 

which  implies 

/„  > exp(<>/.  I exp(  U)~  ’QL  I W/cm-.  (201 

K ( p / p 

A moving  vaporization  front  will  still  occur,  although 
it  will  propagate  at  a velocity  just  slightly  less  than  the 
speed  of  light.  For  these  ultrashort  pulses,  if  Hp/Ktp 
< /„  < e\pU\L)H(>/Ktp,  a hole  of  length  L'  will  be 
bored 


If  /„  < Hp/Ktp,  no  hole  at  all  will  be  bored. 

For  pul.ses  of  duration  < Ip  < t,  , no  clearing  will 
take  place.  Droplets  at  the  front  of  the  cloud  will  be 
reduced  in  size  but  not  to  the  point  of  complete  vapor- 
ization. For  pulses  with  durations  < tp  < t,.  -b  L/V, 
some  complete  vaporization  will  occur  at  the  front  of  the 
cloud;  but  a complete  hole  will  not  be  bored.  The 
length  of  the  hole  that  will  lie  cleared  in  this  case  is  given 
by 

/,' = CUp  - (,  ) (22) 

Single  laser  pulses  are  likely  to  have  little  utility  in 
hole-boring  applications.  However,  long  trains  of  re- 
petitive laser  pulses  may  find  application.  Consider 
first  a train  of  intenst  (/„  > exp(o/,)Wp/A.7,,|,  ultrashort 
Up  < b miii)  laser  pulses  of  separation  (,.  The  rela- 
tionship of  ts  and  tp  is  clarified  in  Fig.  2.  The  first  pulse 
of  this  (rain  will  have  Ixired  a complete  hole  after  a time 
of  the  order  oft,  ,„i„  has  elapsed.  If  the  pulse  separation 
is  such  that  has  elapsed.  11  the  pulse  separation 
is  such  that  /,  niin  < U < If  — L/v,  the  wind  cannot  have 
completely  closed  the  hole;  and  a fraction  of  the  second 
pulse  will  pass  ibrough  the  cloud  unattenuated  with  the 
remainder  of  the  pul.se  serving  to  reopen  the  part  of  the 
original  hole  which  had  heen  closed.  F,ach  succeeding 
pulse  in  the  (rain  will  behave  jusi  like  (he  second  pulse. 
If  the  pulse  separation  is  such  that  tf  - /,/r  < t,  < t/,  the 
hole  formed  t)V  the  first  jnilse  will  be  closed  but  not 
completely  filled  with  fresh  dro|»lets.  Consequently. 


Fig.  2.  ('haraderistic  quantities  t»l  a las<*r  pulse  train.  /„  is  the  |)eak 
intensity;/,,  the  pul.‘je.'<eparati<»n; /;».  the pul.sp (Jurat itm.  Althtnigh 
a rectangular  pulse  train  is  indicated,  the  relations  in  the  text  should 
Ik*  valid  ft>r  pulses  of  any  shajK*. 
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a second  pulse  of  much  lower  intensity  can  open  the  ht)le 
again  (albeit  after  the  pulse  is  over).  If/,  > //,  the  hole 
will  be  completely  filled,  and  the  situation  regarding  the 
second  pulse  is  as  if  the  first  pulse  had  never  happened. 
If  the  pulse  intensity  is  less  than  that  required  to  bore 
a holecompletelywithasinglepul.se,  i.e.,/,,  < expiaD- 
Hp/Ktp,  and  the  pulse  separation  is  less  than  the  hole 
filling  time  /,  < //,  it  is  possible  for  a train  of  pulses  to 
open  gradually  and  maintain  a hole  as  long  as  the  av- 
erage intensity  exceeds  the  cw  limit  minimum.  For  aL 
» 1,  we  have  the  relation 

(.<  Kl> 

If  we  now  consider  pulses  with  duration  tp  > t,  min-  *he 
requirement  for  maintaining  a hole  is  again  that  the 
average  intensity  exceed  the  cw  limit  minimum.  Since 
the  phenomenon  of  hole-boring  is  a prcK-ess  linear  in  the 
intensity,  this  is  to  be  expected. 

Applications 

In  the  preceding  section  it  was  argued  that,  in  boring 
and  maintaining  a ht)le,  pulse  trains  must  meet  average 
requirements  identical  to  those  of  the  cw  limit.  When 
considering  single  laser  pul.ses,  only  long  pul.ses  (which 
can  be  treated  as  a cw  beam)  or  very  short  intense  pulses 
are  capable  of  hole-boring.  Consequently,  in  making 
estimates  of  the  laser  requirements  for  hole-boring  we 
need  consider  only  the  cw  and  short-pul.se  limits.  Due 
to  the  extreme  approximations  made  in  the  derivations 
only  order  of  magnitude  accuracy  can  be  expected. 
However,  this  should  be  more  than  adequate  for  es- 
tablishing the  practicality  of  hole-boring.  We  shall 
consider  three  kinds  of  clouds;  thin  ground  fog,  mod- 
erate overcast,  and  thunderheads.  These  examples 
cover  wide  ranges  of  propagation  distances,  water  con- 
tents, and  wind  speeds  and  should  give  g(K)d  indications 
of  where  hole-boring  may  be  expected  to  be  practical. 
For  all  calculations  we  will  assume  a beam  diameter  I) 
= 1(K)  cm.  We  begin  in  the  cw-  case. 

Light  Ground  Fog  (O  ~ 0.1,  L ~ 10^  cm,  (J~  30  cm/ 
sec) 

From  Kq.  (9),  ~ H)"*  cm"'. 

From  Eq.  (16),  /,,  > l.'i  W/cm'-’. 

Total  power  is  !„[)'-  > l.')0  kW. 

From  Eq.  (14),  V'  > .'i  X KV*  cm/sec. 

From  Eq.  (6).  /,  < 2.2  .sec. 

These  results  are  valid  if  the  beam  is  on  longer  than 
t,  -I-  L/V,  which  is  roughly  4.2  sec  at  the  minimum  in- 
tensity. 

Moderate  Overcast  (O  ~ 1,  L ~ 10®  cm,  L/~  300  cm/ 
sec) 

o ~ 10"-'  cm"'. 

/„  > 6.6  kW/cm-. 

Total  power  > 66  MW. 

V > 1.4  X lO®  cm/sec. 

<1.  < 7 msec. 

These  results  are  valid  if  the  beam  is  on  longer  than 
0.7  sec  at  the  minimum  intensity. 


Thunderhead  (C?~  10,  ~ 10®  cm,  3000  cm/sec) 

o ~ ]()"-  cm"'. 

/„  > 6MW/cm'^. 

Total  power  > 60  (IW. 

V > 1.2  X 10"  cm/sec. 

/,.  < 10"'®  sec. 

These  results  are  valid  if  the  beam  is  no  longer  than 
8 msec  at  the  minimum  intensity. 

Now  we  examine  the  ultrashort  pulse  limit,  that  is, 
/p  < 10""  sec. 

Light  Ground  Fog 
o/,  = 1. 

/,,/p  > 6.3  -I/cm-. 

Total  energy  > 63  k-I. 

Moderate  Overcast 
aL  = 1(X). 

Ij,,  > 6 X 10«  ,1/cm-. 

Total  energy  > 6 X 10^"  -J. 

These  values  are  so  large  (the  explosion  of  1 Mton  of 
'I'N'r  yields  only  about  10'®  -I)  that  we  need  not  continue 
further  in  this  limit. 


Discussion 

It  should  be  noted  that  these  results  do  not  include 
the  (possibly  large)  factor  (1  — D,.)"'.  Consequently 
it  appears  that  cw  hole-boring  through  ground  fogs  will 
require  laser  powers  in  excess  of  100  kW,  while  cw 
hole-boring  in  moderate  to  heavy  overcasts  will  require 
la.ser  powers  very  much  greater  than  10  MW  and  ex- 
ceeding 10  GW  in  the  limiting  example  of  a thund- 
erhead. Short-pulse  hole-boring  in  light  ground  fogs 
will  require  pulse  energies  much  in  excess  of  10  kJ,  while 
short-pulse  hole-boring  in  any  clouds  other  than  light 
ground  fogs  requires  incomprehensibly  large  pulse 
energies. 

In  the  preceding  calculations  we  have  completely 
neglected  the  deleterious  effects  of  thermal  blooming.''^ 
In  dry  air,  thermal  blooming  becomes  important  at  in- 
tensities above  1(K)  W/cm-.  However,  in  the  moist  air 
of  a vaporized  cloud,  thermal  blooming  could  become 
important  at  1-W/cm-  intensities  or  less.  Thermal 
bliKiming  in  the  near  field  can  be  readily  corrected  using 
coherent  optical  adaptive  techniques  (COAT).'' 
Strong  bliKiming  occurring  in  the  far  field,  as  would  be 
encountered  in  vertical  hole-boring  through  high  clouds, 
cannot  be  completely  corrected.  The  effect  of  thermal 
blcximing  is  to  reduce  the  beam  intensity,  thus  requiring 
an  increa.sed  initial  intensity  to  bore  a hole.  Since 
thermal  blooming  is  a nonlinear  process,  it  is  entirely 
possible  that  in  some  situations  even  an  infinitely  large 
initial  intensity  could  not  bore  a hole.  Beam  slewing, 
which  is  frequently  used  to  reduce  the  effects  of  thermal 
bkximing,  acts  like  an  increased  wind  and  consequently 
is  not  very  helpful  as  far  as  hole-boring  is  concerned. 
The  severely  detrimental  effects  of  thermal  blooming 
dictate  that  hole-boring  may  not  be  feasible  in  light  to 
moderate  overcasts  even  if  it  were  possible  in  the  ab- 
sence of  thermal  blooming. 
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An  important  application  of  high-intensity  lasers 
which  is  closely  related  to  hole-boring  is  the  dissipation 
of  fog  over  large  areas.  As  mentioned  earlier,  recon- 
densation is  of  critical  importance  in  this  application. 
The  rate  of  recondensation  depends  on  factors  as  di- 
verse as  the  dust  content  of  the  fog,  the  number  of 
submicron  droplets  which  remain  after  passage  through 
the  laser  beam,  the  amount  of  heat  which  the  water 
vapor  has  absorbed,  the  air  and  ground  temperatures, 
and  the  wind  speed  and  turbulence  levels.  Conse- 
quently, it  is  not  amenable  to  simple  analysis.  How- 
ever, it  seems  probable  that  recondensation  will  occur 
within  a few  minutes  after  leaving  the  laser  beam. 

Let  us  consider  the  requirements  for  clearing  a run- 
way of  dimensions  ( UX)  m by  3000  m)  of  a light  ground 
fog  (Q  ~ 0.1,  ~ 100  cm/sec)  which  is  100  m thick. 

Neglecting  recondensation  and  assuming  a rectangular 
laser  beam  with  dimensions  100  cm  by  100  m placed 
across  the  short  end  of  the  runway  with  the  wind  di- 
rection perpendicular  to  the  laser  beam,  we  can  easily 
calculate  that  an  intensity  of  50  W/cm^  is  required  to 
dissipate  the  fog  at  the  laser  beam.  This  corresponds 
to  a total  laser  power  of  50  MW.  However,  it  would 
take  3000  sec  (50  min)  for  the  wind  to  move  a distance 
of  3000  m.  Thus,  it  seems  probable  that  recondensation 
will  take  place  within  a few  hundred  meters  of  the  laser 
array.  To  maintain  the  clear  zone  for  the  length  of  the 
runway  a number  of  laser  arrays  must  be  located  down 
the  length  of  the  runway.  Side  winds  caused  by  laser 
heating-induced  convection  will  have  effects  similar  to 
recondensation.  Higher  winds  may  reduce  these 
problems  but  will  require  much  higher  initial  laser 
powers.  Consequently,  it  seems  clear  that  total  laser 
powers  of  the  order  of  10**- 10®  W are  necessary  for  fog 
dispersal  on  the  scale  of  an  airport  runway.  Since  these 
powers  must  be  maintained  for  extended  periods 
(po.ssibly  hours)  it  is  important  to  realize  that  10®  W is 
equivalent  to  the  output  of  a large  electrical  generating 
plant.  Given  this  large  energy  requirement,  the  ap- 
plication of  lasers  to  fog  dissipation  is  probably  not  cost 


effective  even  if  it  were,  in  principle,  technologically 
feasible. 

Conclusions 

In  the  preceding  sections  simple  analytical  expres- 
sions have  been  obtained  in  a zeroth-order  approxi- 
mation which  describe  the  phenomena  involved  in  cloud 
hole-boring  by  high-intensity  lasers.  The  validity  of 
the  analysis  is  demonstrated  by  the  fact  that  all  the 
phenomena  predicted  by  the  simple  analysis  have  been 
anticipated  by  the  more  sophisticated  analyses  of  oth- 
ers. Application  of  the  relations  arising  from  the  simple 
analysis  to  typical  fogs  and  clouds  indicates  that  hole- 
boring in  light  fogs  and  very  thin  overcasts  will  require 
laser  powers  in  excess  of  100  kW.  Problems  associated 
with  thermal  blooming  indicate  that  hole-boring  in 
moderate  to  heavy  overcasts  may  not  be  feasible  re- 
gardless of  the  laser  power  available.  The  energy  re- 
quirements to  dissipate  fog  over  large  areas  such  as 
airport  runways  are  so  large  (~10®  W)  that  the  appli- 
cation is  probably  not  cost  effective. 

This  work  was  sponsored  by  the  Advanced  Research 
Projects  Agency  of  the  Department  of  Defense. 
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Thermal-blooming  compensation:  experimental 
observations  using  a deformable-mirror  system 

C.  A.  Primmerman  and  D.  G.  Fouche 


A laboratory  experiment  has  demonstrated  the  effectiveness  of  compensating  for  forced-convection-domi- 
nated  cw  thermal  blooming  by  using  a deformable  mirror  to  add  phase  corrections  to  the  laser  beam.  In 
agreement  with  theoretical  predictions,  the  peak  focal-plane  irradiance  has  been  increased  by  a factor  of  3 
under  severely  bloomed  conditions. 


I.  Introduction 

As  a laser  beam  passes  through  an  absorbing  medi- 
um, it  heats  the  medium  causing  the  index  of  refrac- 
tion along  its  path  to  change.  The  induced  index- 
of -refraction  gradients,  in  turn,  cause  the  beam  to  be 
spread  or  bloomed.  This  phenomenon  of  thermal 
blooming  is  well  known  and  has  been  studied  both 
theoretically  and  experimentally  for  a variety  of  dif- 
ferent conditions.'  Recently  it  has  been  suggested 
that  one  could  compensate  for  thermal  blooming  by 
using  an  adaptive-optics  system  to  add  appropriate 
phase  corrections  at  the  beam  transmitter.^  In  this 
article  we  report  experimental  evidence  conclusively 
demonstrating  that  this  technique  may  be  used  to 
compensate  for  the  blooming  of  a cw  slewed  laser 
beam. 

II.  Deformable-Mirror  System 

We  apply  phase  corrections  to  a laser  beam  by 
means  of  a deformable-mirror  system  developed  by 
Itek  Corporation.''  The  deformable  mirror  uses  a 
novel  design  in  that  instead  of  having  discrete  actua- 
tors, it  consists  of  a monolithic  disk  of  piezoelectric 
crystal  into  which  is  placed  an  array  of  electrodes. 
There  are  fifty-seven  electrodes  which,  energized 
with  up  to  ±1500  V,  can  produce  surface  deforma- 
tions of  ±0.5  ^m  over  an  active  area  1.5  in.  (3.8  cm)  in 
diameter.  The  mirror  surface  is  a metalized  glass 
disk  cemented  on  the  piezoelectric  crystal. 

The  electrodes  may  be  individually  actuated  so 
that  any  phase  profile  consistent  with  the  maximum 
deformation  and  the  spatial -frequency  limitation  im- 
posed by  the  finite  number  of  actuators  may  be  put 
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on  the  mirror.  But  for  the  experiment  reported  here, 
the  relative  voltages  of  the  electrodes  were  fixed  by  a 
resistive  network  to  give  the  relative  phase  profile 
shown  in  Fig.  1.  This  profile  closely  matches  that 
calculated  by  Bradley  and  Herrmann^  to  give  the 
maximum  correction  for  a truncated  Gaussian  beam 
undergoing  forced-convection-dominated  thermal 
blooming,  if  only  corrections  through  third  order  are 
taken  into  account.  Thus,  the  profile  of  Fig.  1 in- 
cludes refocus  and  third-order  spherical,  coma,  and 
astigmatism  terms;  it  does  not  include  tilt,  since  tilt 
produces  only  a shift  of  the  beam  and  no  change  in 
intensity.  In  these  experiments  we  manually  varied 
the  amplitude  of  the  deformation  from  flat  to  about 
2X  peak  to  peak,  but  did  not  vary  tbe  shape. 

III.  Experimental  Conditions 

The  experimental  arrangement  is  shown  in  Fig.  2. 
We  use  a cw  argon-ion  laser  that  produces  a Gauss- 
ian beam  with  up  to  2 W of  useful  power  at  5145  A; 
the  beam  is  assumed  to  have  uniform  phase.  The 
beam  is  expanded  to  make  the  1/e^  diameter  3.8  cm, 
is  truncated  at  this  diameter,  and  is  reflected  from 
the  deformable  mirror.  The  beam  is  then  contracted 
and  is  slewed  through  the  absorption  cell  by  a vari- 
able-speed slewing  mirror.  In  the  focal  plane  just 
beyond  the  cell  we  have  a row  of  50-Mm  pinholes  at  a 
slight  angle  to  the  slewed  beam.  By  detecting  the 
light  coming  through  these  pinholes  we  can  measure 
both  the  intensity  and  the  shape  of  the  bloomed 
beam  as  it  leaves  the  gas  cell.  The  optics  are  such 
that  with  the  absorption  cell  empty  the  focal-spot  di- 
ameter is  within  ~1()%  of  the  diffraction  limit. 

The  gas  cell  is  filled  with  a few  Torr  of  NO2, 
enough  to  absorb  ~5()%  of  the  incident  radiation  in 
t.he  1.5-m  long  tank,  and  1 atm  of  a nonabsorbing 
buffer  gas.  Since  we  are  interested  in  studying  the 
thermal  blooming  of  a slewed  beam  (that  is,  one  in 
which  forced  convection  is  the  dominant  cooling 
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determined  by  computational  analysis  of  the  laser-beam  propaga- 
tion. Contours  are  labeled  in  units  of  wavelength. 


ARCON  ION  LASER. 


BFAit*  EXPANDER 


GAS  CELL 
tNOj  * COj) 


9 


Slewing 
^ MIRROR 


1” 


PHOTOOIOOC 


M.RROR^  beam  de-expander 


Fig.  2.  Experimental  arrangement. 


cross-wind  velocity,  P is  the  incident  power,  and  (1/ 
pCpf){dtJaT)  is  a constant  characterizing  the  change 
in  index  of  refraction  of  the  heated  gas.  For  our  lab- 
oratory experiment  an  additional  dimensionless 
number  is  required  as  a measure  of  the  importance  of 
conduction  compared  to  forced  convection- 

conduction  number — Nc=«/v'2oo, 

where  <c  is  the  thermal  diffusivity. 

The  actual  experimental  conditions  are  given  by 
the  following  set  of  parameters: 


a 

R 

k 

a 

U) 

r 

p 

(l/pCptoKdtldT) 

K 

Na 

Ny 

No 

Nc 


= 4.6  X 10“®  cm“^; 

= 150  cm; 

= 1.22  X 10*cm-i: 

= 0.25  cm; 

= 0-0.2  rad/sec  (variable); 
= 0-3  cm /sec  (variable); 

= 0.03-1  W (variable); 

= 1.95  X 10'*  cm*; 

= 0.11  cm*-sec~‘; 

= 0.69; 

= 45; 

= 7.5-30  (variable); 

= 686P/1;  (variable); 

= 0.1-®  (variable). 


The  three  basic  variables  in  this  experiment  are 
the  input  power  at  the  cell  entrance  P,  the  slew  fre- 
quency w,  and  the  constant  cross-wind  velocity  u, 
which  can  be  varied  independently  of  u>  by  changing 
the  distance  from  the  slewing  mirror  to  the  cell  en- 
trance. These  variables  enable  us  to  test  the  depen- 
dence of  the  thermal-blooming  corrections  on  the  di- 
mensionless numbers  N^,  No,  Nc-  We  can  also  vary 
Na  and  Np,  but  in  these  experiments  no  attempt  has 


mechanism),  the  gas  cell  is  mounted  vertically  to 
minimize  free-convection  cooling,  and  CO2  is  used  as 
the  buffer  gas  to  reduce  conduction  cooling.  Mount- 
ing the  gas  cell  vertically  effectively  eliminates  free- 
convection  effects;  but,  unfortunately  conduction  ef- 
fects are  not  always  negligible  and  must  be  taken  into 
account. 

As  shown  by  Bradley  and  Herrmann,^  the  propaga- 
tion of  a slewed  beam  through  an  absorbing  medium 
can  be  characterized  by  the  four  dimensionless  num- 
bers; 

absorption  number— N4  =n/?; 

Fresnel  number— Nf-  =fea*//?; 
slewing  number — =ujP/i': 
distortion  number  -No 

{nPkRIacV. 

where  a is  the  absorption  coefficient,  R is  the  range, 
k is  the  wavenumber,  a is  the  l/e  radius  at  the  cell 
entrance,  ui  is  the  slewing  frequency,  v is  the  constant 


P IW) 

Fig.  .1.  Peak  focal-plane  intensity  vs  input  power  for  corrected 
and  uncorrected  beams.  The  straight  line  would  be  the  intensity 
if  there  were  absorption  but  no  bl<K)ming.  v “ 1.65  cm/sec,  Nc  “ 
0.19,  N„.  = 10.  Other  parameters  are  listed  in  the  text. 
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Fig.  4.  Intensity  through  pinhole  array  for  severely  bloomed  con- 
ditions at  P = 0.45  W.  Lower  curve:  uncorrected  beam.  I'pper 
curve:  corrected  beam.  Parameters  as  in  Fig.  3. 


been  made  to  study  systematically  the  effect  of  these 
parameters  on  phase  correction  for  thermal  bloom- 
ing. 

IV.  Experimental  Results 

A.  Results  of  Varying  Power 

In  Fig.  3 we  show  the  measured  peak  focal-plane 
intensity  plotted  against  input  power  for  the  uncor- 
rected beam,  the  corrected  beam,  and  the  hypotheti- 
cal situation  of  absorption  with  no  blooming.  Vary- 
ing the  power  is  equivalent  to  varying  the  distortion 
number,  since  Nn  cc  P.  The  uncorrected  curve  was 
taken  with  the  deformable  mirror  in  the  flat  condi- 
tion; the  corrected  curve  was  obtained  by  adjusting 
the  amplitude  of  the  mirror  deformation  to  get  the 
maximum  possible  intensity  to  each  power. 

The  uncorrected  curve  exhibits  the  classic  ther- 
mal-blooming behavior:  the  intensity  first  increases 
with  increasing  power  and  then,  after  a certain  criti- 
cal power  Pc,  decreases  with  further  increases  in  the 
input  power.  As  expected,  the  corrected  curve  shifts 
upward  to  higher  intensities  and  outward  to  higher 
critical  power.  We  observe  that  the  maximum  inten- 
sity increa.ses  76%  over  the  uncorrected  case  and  that 
at  certain  powers  there  is  a factor  of  3 increase  in  in- 
tensity. This  result  is  repre.sentative:  we  have  con- 
sistently achieved  improvements  in  nmximum  inten- 
sity of  ~70%.  We  also  observe  that  the  critical  power 
increases  hy  almost  a factor  of  2.0.  A reasonable  fig- 
ure of  merit  in  atmospheric  propagation  is  /p(/’, -)/’■. 
the  maximum  intensity  times  the  critical  power.  On 
the  basis  of  this  figure  of  merit  we  have  achieved 
fourfold  improvement  using  our  deformable-mirror 
system. 

Figure  4 shows  oscilloscope  traces  of  the  detector 
voltage  as  the  beam  sweeps  across  our  pinhole  array. 
The  spike  amplitudes  are  proportional  to  beam  irra- 
diance,  and  the  envelope  of  spikes  gives  the  profile  of 
the  beam  perpendicinar  to  the  slew  direction.  (From 
the  widths  of  the  spikes,  unresolved  in  this  photo- 
graph, we  can  also  obtain  the  profile  ot  the  beam  par- 

992  APPLIED  OPTICS  / Vol  15,  No  4 April  1976 


allel  to  the  slew  direction.)  The  lower  trace  shows 
the  severely  bloomed  beam  at  P = 0.45  W;  the  upper 
trace  shows  the  corrected  beam  at  the  same  power. 
We  see  that  the  peak  intensity  has  increased  by  al- 
most a factor  of  3 and  that  the  beam  shape  has  been 
greatly  improved. 

Figure  5 shows  photographs  of  the  beam  in  the 
focal  plane.  In  the  top  picture  we  see  the  character- 
istic crescent-shaped  bloomed  beam.  In  the  next 


r>.  Actual  photographs  t»l  the  hltHuned.  corrected,  and  un- 


Kig. 

hltMtmed  beam**  in  the  hnal  plane  I he  top  two  pictures  corre- 
spond to  the  pinhole  traces  <»f  Kig  4 The  slight  ellipticity  of  the 
unhloomed  spot  results  from  insufficient  shutter  sj>eed  to  freeze 
the  beam. 
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Fig.  6.  Propagation-code  results  of  peak  focal-plane  intensity  vs 
input  power  with  and  without  correction.  The  straight  line  would 
be  the  intensity  if  there  were  absorption  but  no  blooming.  The 
dotted  line  represents  the  suggested  dependence  /p  = P exp(— P/ 
Pc),  input  parameters  for  the  code  were  the  experimental  condi- 
tions of  Fig.  3. 


picture  we  see  the  corrected  beam,  reduced  in  size, 
and  with  only  a slight  remaining  indication  of  a cres- 
cent shape.  For  comparison,  the  bottom  photograph 
shows  the  low-power  unbloomed  beam.  (Tbe  some- 
what elliptical  shape  results  from  the  fact  that  the 
shutter  speed  is  not  fast  enough  to  freeze  the  beam.) 
Note  that  the  corrected  and  uncorrected  bloomed 
beams  are  both  shifted  into  the  wind  with  respect  to 
the  unbloomed  beam,  since  our  deformable  mirror 
does  not  add  a tilt  correction.  We  observe  that,  con- 
sistent with  the  intensities  shown  in  Fig.  .3,  the  cor- 
rected spot  size  is  still  larger  than  the  unbloomed 
spot  size. 

B.  Corriparison  with  Propagation-Code  Results 

To  compare  our  experimental  results  with  theoret- 
ical predictions  for  phase  compensation  of  thermal 
blooming  we  have  employed  the  Bradley-Herrmann 
propagation  code.  In  Fig.  6 we  show  propagation- 
code-generated  plots  of  peak  focal-plane  irradiance 
against  power  for  no  correction  and  for  two  different 
corrections.  The  upper  corrected  curve  is  the  opti- 


mum correction  using  the  Bradley-Herrmann  meth- 
od; the  lower  corrected  curve  is  the  correction  ob- 
tained using  the  Zernike  polynominal  expansion  of 
the  contour  actually  on  the  mirror.  The  input  pa- 
rameters used  in  the  code  were  the  experimentally 
measured  conditions  corresponding  to  the  results  of 
Fig.  3.  To  facilitate  comparison  of  theory  and  exper- 
iment the  curves  of  Figs.  3 and  6 have  been  normal- 
ized to  the  same  unbloomed  intensity. 

Looking  first  at  the  uncorrected  curves  we  note 
that  both  theoretical  and  experimental  curves  follow 
roughly  the  dependence  /p  « P exp(— P/Pc)  until  P « 
2P(..  Beyond  this  point  the  curves  fall  off  much 
more  slowly  than  given  by  the  exponential  depen- 
dence. At  P = 3Pe,  for  instance,  the  theoretical 
curve  has  a peak  irradiance  twice  that  given  by  the 
simple  exponential  dependence.  The  theoretical 
curve  peaks  at  P = 0.155  W;  the  experimental  curve, 
at  P = 0.18  W.  Thus,  the  critical  powers  agree  to 
within  ~15% — good  agreement  considering  the  many 
possibilities  for  consistent  error.  But  although  the 
critical  powers  agree  well,  the  experimental  and  theo- 
retical maximum  intensities  are  not  in  such  good 
agreement.  Some  of  the  disagreement  is  attributable 
to  the  difference  in  P,..  But,  as  illustrated  in  Fig.  3, 
we  often  find  that  the  experimentally  determined  in- 
tensity at  Pc  is  about  '/>  the  unbloomed  intensity, 
while  the  theoretical  prediction  is  that  the  intensity 
at  Pc  should  be  1/e  times  the  unbloomed  intensity. 
The  reason  for  this  disagreement  is  still  unclear. 

Comparing  the  corrected  curves  we  find  that  the 
experimental  curve  falls  almost  on  the  optimum  the- 
oretical curve;  hut  this  agreement  is  probably  a fortu- 
itous coincidence  resulting  from  the  consistent  shift 
between  theoretical  and  experimental  results.  To 
compare  more  properly  the  corrected  curves  we  refer 
to  Table  I and  compare  the  increases  in  irradiance 
over  the  uncorrected  values.  Experimentally  we  ob- 
serve that  the  maximum  intensity  in  Teases  a factor 
of  1.76  compared  to  1.98  for  the  theoretical  increase — 
an  agreement  within  15%.  The  maximum  increase  at 
any  power  is  2.87  experimentally  compared  to  2.48 
theoretically — again  an  agreement  within  15%.  The 
agreement  in  Pc  is  not  so  close — 2.44  experimentally 
in  1.94  theoretically — but  a look  at  Fig.  3 shows  that 
it  is  extremely  difficult  to  determine  accurately  the 
critical  power  for  the  experimental  corrected  curve. 
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Kin.  7.  Percentage  increase  in  maximum  intensity  vs  l/Nc- 
= 10.  Other  parameters  are  listed  in  the  text. 


The  experimental  correction  is  still  ~30%  below  the 
optimum  correction.  This  difference  results  primar- 
ily not  from  any  deficiency  of  the  mirror  but  from  the 
fact  that  only  third-order  corrections  were  specified 
for  the  mirror  surface.  Theoretically,  adding  phase 
corrections  through  fifth  order  results  in  corrected 
intensities  very  close  to  optimum;  so  there  is,  reason 
to  believe  that  if  the  mirror  figure  were  corrected 
through  the  fifth  order  the  experimental  curve  would 
also  approach  the  optimum. 

The  propagation-code  results  are  seen  to  give 
quantitative  agreement  with  the  experimental  results 
to  within  about  15%.  Considering  the  many  parame- 
ters involved  in  making  the  comparison — eleven  ex- 
perimental values  must  be  supplied  in  the  propaga- 
tion code — and  the  concomitant  chances  for  consis- 
tent error  we  believe  this  15%  agreement  represents 
very  good  agreement  indeed. 

C.  Results  of  Varying  Cross-Wind  Velocity 

In  our  experimental  arrangement  we  can  vary  the 
effective  cross-wind  velocity  v,  while  keeping  N^.  con- 
stant. by  varying  the  slew  frequency  w.  In  the  ab- 
sence of  conduction  the  cross-wind  velocity  and  the 
input  power  appear  only  in  the  distortion  number 
and  only  in  the  combination  Np  <x  P/v.  Thus,  we  ex- 
pect that  the  critical  power  and  the  maximum  in- 
tensity Ip(Pc)  should  increase  linearly  with  c.  Ex- 
perimental results  verify  these  expectations.  If  u is 
large  enough  to  make  conduction  negligible.  Pc  and 
Ip(Pc)  are  proportional  to  u for  both  uncorrected  and 
corrected  beams. 

Since  Nc  ^ 1/r,  as  v becomes  small,  conduction  be- 
comes important,  and  this  linear  behavior  is  no  long- 
er observed.  And  as  v -*  0,  conduction  dominates, 
and  Pc  and  Ip(Pc)  approach  constant  values  deter- 
mined by  conduction  alone.  In  addition,  as  conduc- 
tion becomes  important,  our  phase  corrections  be- 
come less  effective,  since  the  phase  profile  was  de- 
rived using  a theoretical  treatment  that  neglected 
conduction.  This  effect  may  be  seen  in  Fig.  7,  where 
we  plot  the  percentage  increase  in  Ip(Pc)  against 
When  l/Nc  = 0,  conduct i<iti  is  the  only  cool- 
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ing  mechanism,  and  no  correction  is  obtained.  As 
\/Nc  increases,  forced-convection  cooling  becomes 
more  effective,  and  the  percentage  improvement  rises 
sharply.  Finally,  when  l/Nc  reaches  a value  such 
that  conduction  is  negligible  compared  to  forced  con- 
vection, the  improvement  levels  off  at  its  maximum 
value.  From  these  results  we  conclude  that  if  Nc  £ 
0.3,  conduction  may  be  ignored  compared  to  forced 
convection. 

D.  Results  of  Varying  Slewing  Number 

By  simultaneously  changing  the  distance  from  the 
slewing  mirror  to  the  cell  entrance  and  adjusting  o, 
we  can  change  7V„  while  keeping  v constant.  In- 
creasing N^  increases  the  cooling  at  the  far  end  of  the 
cell  relative  to  that  at  the  cell  entrance;  thus,  as 
increases,  the  region  over  which  significant  blooming 
occurs  is  compres.sed  toward  the  cell  entrance.  This 
compression  of  the  blooming  zone  should,  in  turn, 
make  it  easier  for  adaptive-optics  systems  to  correct 
for  the  blooming. 

The  experimental  results  are  shown  in  Fig.  8, 
where  we  plot  percentage  increase  in  maximum  in- 
tensity against  We  observe  that,  consistent  with 
theoretical  predictions,  the  phase  correction  is  more 
effective  at  higher  slewing  numbers.  At  first,  the 
percentage  improvement  increases  roughly  linearly 
with  N^,  but  as  N^  is  further  increased  the  incremen- 
tal improvement  decreases.  Thus,  there  is  some  in- 
dication that  a practical  limit  may  be  reached  beyond 
which  further  reducing  the  blooming  zone  does  not 
significantly  improve  the  correction. 

E.  Required  Accuracy  of  Phase  Correction 

In  Fig.  3 we  showed  a corrected  curve  with  the  mir- 
ror amplitude  always  adjusted  to  give  maximum  in- 
tensity. But  from  a practical  point  of  view,  it  is  also 
important  to  know  how  sensitive  this  maximum  is  to 
changes  in  the  deformation  amplitude.  In  Fig.  9 we 


Ki^.  8.  I’errentage  increase  in  maximum  intensity  vs  slewing 
number,  f • l.Sfl  cm/sec,  Nc  “ 0.19.  Other  parameters  are  listed 
in  the  text. 
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peak-to-pe&k  mirror  deformation  (X) 

KiR.  9.  Peak  fcK-al  plaiie  intensity  vs  peak  to-peak  mirror  defor- 
mation amplitude.  The  mirror  profile  is  Riven  in  FiR.  1.  c = l.fiS 
i-m/sec.  Sr  = 0.19.  .V.  = 10.  P = 0.4  VV.  Other  parameters  are 
listed  in  the  text. 

plot  peak  irradiance  against  peak-to-peak  mirror  de- 
formation for  a particular  set  of  experimental  condi- 
tions. Ip  is  normalized  so  that  Ip  = 1.0  when  the  de- 
formation is  zero  (mirror  flat);  the  shape  of  the  mir- 
ror contour  is  still  given  by  Fig.  1.  We  note  that  the 
peak  corrected  intensity  is  a factor  of  2.5  greater  than 
uncorrected — a respectable  correction.  But  equally 
important,  we  observe  that  the  correction  curve  is 
bell-shaped  with  an  extremely  broad  peak.  The 
width  at  90^>  maximum  is  marked;  we  see  that  the 
amplitude  of  the  phase  correction  can  vary  ±50«f>. 
while  the  irradiance  decreases  only  KW.  This  result 
is  extremely  encouraging,  lor  it  demonstrates  that 
one  does  not  have  to  apply  phase  corrections  with 
great  precision  for  them  to  he  etfective. 


Our  experimental  results  are  uniformly  in  accord 
with  the  case  shown.  In  each  case  there  is  a broad 
maximum  in  the  irradiance  vs  deformation  curve. 
This  pleasant  result  was  unanticipated  theoretically, 
but  we  bave  since  checked  our  results  using  the  Brad- 
ley-Herrmann  propagation  code.  We  found  theoreti- 
cally that  varying  the  deformation  amplitude  ±20% 
from  optimum  produced  only  a 5%  decrease  in  peak 
intensity — a result  in  good  agreement  with  the  exper- 
imental results, 

V.  Conclusion 

In  this  investigation  we  have  obtained  the  first  ex- 
perimental evidence  for  the  feasibility  of  compensat- 
ing for  cw  convection-dominated  thermal  blooming 
by  using  a deformable  mirror  to  add  phase  correc- 
tions to  the  laser  beam.  We  have  conclusively  dem- 
onstrated that  this  technique  can  produce  significant 
increases  in  transmitted  intensity.  Further  work  is 
necessary  to  determine  the  limits  of  the  correction 
method,  but  its  basic  applicability  has  now  been  ex- 
perimentally proven. 

We  thank  J.  Herrmann  and  L.  A.  Popper  for  help 
with  the  propagation  code  and  J.  J.  Tynan  for  help 
with  the  experimental  apparatus. 
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Bandwidth  specification  for  adaptive  optics  systems* 
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A simpliried  expression  for  the  bsuidwidth  of  an  adaptive  optics  system  is  found  to  depend  on  a weighted  path 
integral  of  the  turbulence  strength,  where  the  weighting  is  transverse  wind  velocity  to  the  5/3  power.  The 
wave-front  corrector  is  conservatively  assumed  to  match  the  phase  perfectly,  at  least  spatially,  if  not 
temporally  For  the  case  of  astronomical  imaging  from  a mounuintop  observatory,  the  necessary  bandwidth  is 
found  to  be  less  than  200  Hz. 


In  an  earlier  paper, ' the  power  spectra  describing  cor- 
rector motion  were  considered  as  necessary  elements 
of  a complete  servo  system  design  for  an  adaptive  op- 
tics system.  However,  for  a preliminary  design,  a 
more  simplified  handbook-type  formula  for  bandwidth 
is  more  desirable.  This  paper  presents  such  a formula 
for  the  servo  cutoff  frequency  without  making  any  sig- 
nificantly limiting  assumptions.  Basically,  the  result 
depends  on  a weighted  integral  of  the  turbulence  strength 
where  the  weighting  is  the  transverse  wind  velocity 
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t'j  the  { power.  Even  that  integral  may  be  easily 
evaluated  analytically  when  is  a constant  and  the  wind 
speed  is  composed  of  a constant  plus  a pseudowind  due 
to  slew.  The  result  of  this  final  simplification  may  be 
easily  programmed  on  a hand-held  scientific  calculator. 

Rather  than  Investigate  the  way  a wave-front  corrector 
would  respond  to  a phase  aberration,  we  have  considered 
the  statistics  of  the  phase  itself,  so  the  resultant  band- 
width is  conservative  in  that  we  assume  the  corrector 
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FIG.  1.  Representative  plots  ol  the  power  spectra  of  segments 
within  a ph.ase  corrector,  for  pistons  located  at  the  centei  (D 
and  at  the  edge  (n  and  ni).  Curve  D is  for  a gross  piston  re- 
ference and  curve  in  for  a gross  tilt  reference.  The  type  of 
reference  does  not  affect  curve  I.  The  high-frequency  roll-off 
is  determined  by  the  size  of  the  corrector,  with  IV  represent- 
ing a finite  corrector  segment  ^ the  diameter  of  the  aperture, 
and  V representing  a segment  of  size  zero.  The  entire  dashed 
line  is  the  simple  power  spectrum  given  by  Eq.  (1). 

perfectly  matches  the  wave  front,  at  least  spatially,  if 
not  temporally.  This  avoids  making  any  assumption  on 
the  nature  of  the  corrector,  and  the  corrector  may  be 
modal  or  zonal,  segmented  or  continuous.  To  amplify 
the  usefulness  of  the  resultant  formula,  we  carry  out 
integrations  for  two  cases;  one  representing  a near- 
horizontal, moderately  short  range,  and  one  consistent 
with  astronomical  observation. 

In  the  more  detailed  analysis,  ‘ we  considered  a seg- 
mented corrector  composed  of  any  array  of  movable 
pistons  which  could  also  be  tilted  in  order  to  form  a 
least-squares  fit  to  the  wave  front  over  the  small  circu- 
lar region  defined  by  the  pistons.  There  was  an  option 
of  referencing  the  phase  at  a point  in  the  aperture  to 
either  the  average  phase  across  the  aperture  (gross  pis- 
ton reference)  or  the  tilt  across  the  aperture  (gross  tilt 
reference).  Examples  of  such  spectra  are  shown  in  Fig. 
1 for  pistons  at  the  center  and  the  edge  of  the  aperture. 
These  curves  are  diagrammatic  in  that  they  are  not  for 
any  specific  atmospheric  conditions.  The  low  frequen- 
cies in  these  curves  are  governed  by  the  type  of  phase 
reference  chosen,  whereas  the  high  frequencies  are  af- 
fected by  the  segment  size.  If  we  let  the  segment  size 
go  to  zero,  then  all  the  curves  have  a common  high-fre- 
quency asymptote  given  by  a path  integral  of  Eq.  (72)  in 
the  earlier  paper.  The  result,  which  applies  to  either 
plane  or  spherical  waves.  Is 

lim  F,(  0=0. 0326  IfV*'’  r^Cj(z)r‘'’(z)dz  , (I) 

/-  - -'o 

where  f is  cyclic  frequency,  k = 2n/A.  is  the  wave  number 
(X  is  wavelength),  L is  the  path  length,  i’(z)  the  wind 
speed  transverse  to  the  path,  C^(z)  the  refractive- index 
structure  parameter,  and  z is  the  incremental  position 
along  the  path  from  z = 0 at  the  telescope  (or  receiver) 
to  z = f,  at  the  source.  For  astronomical  seeing,  the 
upper  limit  L is  replaced  by  »<>. 

The  asymptote  given  by  Eq.  (1)  is  simply  the  spectrum 
of  phase  for  Kolmogorov  turbulence,  where  the  phase  is 
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not  referenced  to  either  gross  piston  or  gross  tilt.  The 
phase  spectrum  is  also  given  by  Tatarskii,^  but  only  for 
the  special  case  where  v(t)  and  C\(t)  are  independent  of 
z.  A tacit  assumption  in  the  derivation  of  Eq.  (1)  is 
that  the  frequencies  are  small  compared  with  the  char- 
acteristic frequency  of  amplitude  scintiilation,  or  / 

« v/(>±,Y'*.  Admittedly,  v is  actually  a function  of 
path  position  z,  and  L may  be  only  a scale  height  for 
astronomical  seeing;  but  rather  than  go  into  a more 
rigorous  analysis,  we  note  that  if  the  inequality  is  re- 
versed, such  that/ » then  Eq.  (1)  is  simply 
multiplied  by  j. 

Bandwldths  are  determined  by  integrating  F,(/)  as 
filtered  by  a filter  rejection  response.  Suppose  the 
closed- loop  servo  response,  the  Fourier  transform  of 
the  impulse  response,  is  given  by  the  complex  function 
W(,f,.fc),  where .fc  represents  a characteristic  frequency 
such  as  a 3 dB  point.  The  rejection  response,  in  terms 
of  power,  is  then  II -//(/, /j) (*.  Thus,  the  rejected, 
or  uncorrected,  power  is 

of=r  II -//(/,/„) I* f,(/)d/  . (2) 

•'o 

Typically,  it  is  oj  which  we  will  specify  in  order  to  de- 
termine tor  a certain  set  of  atmospheric  conditions. 

Since  there  are  many  types  of  servo  closed- loop  re- 
sponses which  might  be  implemented,  we  chose  two  ex- 
treme forms  for  Hi/,  //)  which  should  represent  the 
range  of  possibilities.  First,  to  represent  a sharp  cut- 
off, we  used  a binary  filler  given  by 

w(/,/c)=r  (3) 

I 0 f>  f. 

Secondly,  we  chose  an  RC  filter  to  represent  a slow 
roll-off,  and  in  fact,  many  adaptive  optics  servo  sys- 
tems have  such  a response  in  the  neighborhood  of  the 
3 dB  point.  (For  higher  frequencies,  the  actual  re- 
sponse may  drop  off  more  rapidly  than  20  dB/decade, 
but  this  will  have  little  impact  since  the  spectrum  itself 
has  a rather  steep  dependence.)  For  the  RC  filter 
we  have 

ff(/,/,)  = (l (4) 

We  will  not  concern  ourselves  with  the  phase  lag 
associated  with  such  a filter. 

If  we  assume  the  cutoff  frequency  which  will  be  even- 
tually derived  is  to  the  right  of  the  low-frequency  breaks 
indicated  in  Fig.  1,  then  it  is  sufficient  to  use  the 
asymptotic  form  of  F,(/)  in  the  integration  of  Eq.  (2). 
This  assumption  may  be  alternatively  stated  as  the  re- 
jected power  o\.  From  the  parent  paper,  * we  find  that 
the  aperture-averaged  variance  of  phase  referenced  to 
gross  tilt  is 

o®,=0.141(Z)/ro)*^’  , (5) 

where  D is  the  telescope  diameter  and  rg  is  Fried’s  co- 
herence length.*  For  convenience,  we  repeat  here  the 
definition  of  ig  as 

rj®'*  = 0.423 id*  r^C*(z)Q(z)dz  , (6) 

■'o 
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where  9U)  = 1 for  plane  waves,  and  QU)  =[(L  - r)/Ll’^’ 
for  spherical  waves.  A typical  value  of  o,  might  be  0.2v 
rad  (or  ^ wave),  which  requires  that  the  integrated 
turbulence  strength  be  such  that  D/r(,»  0.74.  Fortu- 
nately, D/r,  should  be  much  greater  than  0.74  to  war- 
rant the  use  of  an  adaptive  optic  in  the  first  place.  So 
we  comfortably  proceed  with  the  Integration  of  Eq.  (2), 
using  the  asymptotic  spectrum,  Eq.  (1).  After  integrat- 
ing Eq.  (2)  with  a binary  filter,  we  Invert  the  result  to 
express in  terms  of  a,  and  find 

/.  =[0. 0196  (*/c,)*  rci(z)  dzl’'*  . (7) 

•'o 

For  the  fiC-filter  function,  the  constant  0.0106  becomes 
0.102,  and  thus  is  2.70  times  larger. 

There  are  two  special  cases  of  Interest.  The  first 
is  consistent  with  many  ground-based  operations  over 
near-horizontal  ranges,  and  the  second  is  that  of  astro- 
nomical observation.  For  the  ft:  si  case,  we  assume 
Cil  is  a constant  and  the  transverse  wind  speed  is  com- 
posed of  a constant  v,  plus  a pseudowind  wz  due  to  slew- 
ing at  an  angular  rate  w.  Then  we  find 


j7.34xlO'’(-Yc*^T< 

\ \<7,/  " w L' 

t ".  / J) 

for  a binary  filter,  and is  2.70  times  higher  for  an 
RC  filter.  As  an  example,  suppose  c,  = 0.2r  rad, 
x = 10.6  pm,  C5  = 10*“  m**'’,  i),=4  m/s,  ui  = 0.01  rad/s, 
and  L =2000  m.  For  these  conditions,  we  find  fc  would 
be  in  the  range  of  31  Hz  for  a binary  filter  to  84  Hz  for 
an  RC  filter. 

For  the  astronomical  case,  the  models  for  r and 
become  more  complicated.  We  have  chosen  to  calculate 
/j  based  on  recently  published  data  for  an  astronomical 
site.  Miller,  Zieske,  and  Hanson*  report  profiles  of 
C\  versus  altitude  for  three  nights  at  the  ARPA  Maui 
Optical  Station  (AMOS).  Our  model  of  their  data  is 

Ci(z)  =(2 . 2 X 10'”  (z  slnfi  + 10)'*”  +4 . 3 x lO'”) 

xexp[-(zsinfl)/4000l  , (9) 

where  S is  the  elevation  angle  and  the  units  of  and  z 
are  m"*^’  and  m,  respectively.  For  a wind  velocity 
model,  we  averaged  rawinsonde  data*  collected  at  Lihue 
(island  of  Kauai),  Hawaii,  for  the  years  1950-1970  and 
at  Hilo,  Hawaii,  for  the  years  1950-1974.  We  modeled 
wind  speed  as  a constant,  to  represent  the  lower  alti- 
tudes, plus  a Gaussian  to  represent  the  jet  stream. 

The  model,  consisting  of  the  mean  wind  speed  plus  one 
standard  deviation,  is 

, > „ ( r (*  sine  - 9400)1*  ( (.ni 

u(z)  = 8.30expj-|^ ^ J [ . (10) 

where  v and  z are  in  MKS  units,  implicit  in  Eq.  (10)  is 
the  knowledge  that  the  site  altitude  corresponding  to 
z = 0 is  3048  m above  MSL.  We  have  taken  the  conser- 
vative assumption  that  the  winds  are  entirely  transverse 
to  the  path;  however.  If  the  wind  is  blowing  predominant- 
ly downrange  rather  than  cross-range,  there  would  be 
an  additional  sin6  multiplying  all  of  Eq.  (10). 

For  the  conditions  of  turbulence  and  wind  speed  given 
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in  Eqs.  (9)  and  (10),  as  well  as  lor  o,  =0.2x  rad,  X = 0.5 
pm,  and  6=  90°,  the  calculated  cutoff  frequencies  are 
/f  (binary)  = 28  Hz  and  f,{RC)  = 75  Hz.  For  these  same 
conditions,  we  may  calculate  rg  and  verify  the  assump- 
tion that  D/r^  »0. 74.  Using  Eq.  (6)  we  find  rg  =0. 13  m, 
and  thus  U »0. 1 m,  which  is  easily  satisfied.  This  val- 
ue of  rg  compares  favorably  with  the  median  value  of 
0.10  m (at  X=0.5  pm)  reported  by  Fried*  for  the  U.S. 
Naval  Observatory  at  Flagstaff,  Arizona,  and  the  Kitt 
Peak  National  Observatory. 

These  values  of  fc  and  rg  can  easily  be  scaled  to  other 
elevation  angles  and  wavelengths.  The  elevation  angle 
scalings  are /j- (sine)'*  ^*  assuming  the  winds  are  en- 
tirely cross- range,  (sine)*''*  when  the  winds  are 
downrange,  and  rg  - (sine)’^*  independent  of  winds.  The 
wavelength  (or  actually  wave  number)  scalings  are 

and  rj-fe"*^*.  We  also  suppose  the  reader  may 
want  to  increase  or  decrease  the  entire  C*  profile,  for 
which  we  point  out  that  fc~  (Cj)*^*  and  rg~  (Cj)'*^*.  Over- 
all wind-speed  scaling  affects  only  fc  in  that  fc~v.  Let 
us  now  consider  what  may  be  a near-worst  case,  ot 
9 = 30°  (winds  cross-range)  and  a twice  the  values  of 
the  model.  We  shall  not  scale  v since  the  model  already 
consists  of  the  mean  plus  one  standard  deviation.  Also 
at  least  for  the  visible  wavelengths,  X = 0.5  pm  should 
suffice.  For  these  near-worst-case  conditions,  the 
actual  cutoff  frequency  may  lie  between  fc  (binary)  =64 
Hz  and (fiC)  = 172  Hz. 

In  summary,  we  have  provided  simplified  formulas 
for  the  bandwidth  of  the  phase  corrector  and  servo  con- 
trol of  an  adaptive  optics  system.  The  formulas  should 
be  used  as  good  rules-of- thumb  for  perhaps  all  but  the 
very  final  stages  of  the  servo  design.  At  that  point, 
more  precise  power  spectra*  should  be  consulted.  If 
we  have  used  the  more  precise  spectra  with  the  high- 
frequency  roll-off  which  results  from  having  a finite 
actuator  spacing,  the  calculated  bandwidth  would  have 
been  slightly  lower.  The  specification  derived  in  this 
paper  is  to  be  taken  as  a conservative  estimate,  based 
on  an  infinite  number  of  corrector  actuators.  To  apply 
our  result,  Eq.  (7),  requires  knowledge  of  both  wind 
speed  and  turbulence  profiles  on  the  optical  path.  To 
demonstrate  the  utility  of  the  formula,  we  Investigate 
two  cases  of  interest;  one  essentially  a horizontal  path 
and  one  consistent  with  astronomical  observation  from 
a mountalntop.  In  both  cases  we  found  the  bandwidths 
to  be  fairly  low,  less  than  200  Hz,  giving  encourage- 
ment that  the  control  system  and  corrector  mirror  need 
not  be  extremely  complicated  for  many  applications. 
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Pn^rties  of  phase  conjugate  adaptive  optical  systems* 
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The  pheae  conjugite  COAT  (coherent  optical  adaptive  technique)  u investigated  (or  thin,  nonlinear  leniea, 
simulating  thermal  blooming.  The  iteration  scheme  applied  has  convergent  and  divergent  regimes. 


I.  INTRODUCTION 

The  expresssion  phase  conjugate  coherent  optical 
adaptive  technique  (COAT)  is  a term  applied  to  a tech- 
nique used  to  compensate  for  atmospherically  induced 
phase  distortions  of  a laser  beam.  ‘ The  signal  from  a 
reflecting  target  is  analyzed  in  the  transmitter-receiver 
aperture  and  the  conjugate  of  its  phase  is  applied  as  a 
correction  to  the  transmitted  wave.  The  phase  con- 
jugate COAT  scheme  has  to  be  distinguished  from  the 
multidither  COAT,  ‘ which  uses  a modulation  technique 
of  the  phase  front  to  maximize  the  intensity  on  a glint 
in  the  target  plane. 

In  order  to  reconstruct  Images,  it  is  necessary  to 
control  the  amplitude  of  the  transmitted  beam  as  well 
as  its  phase.  If,  however,  one  desires  to  maximize  the 
Intensity  delivered  onto  the  target,  amplitude  control  is 
not  necessary,  and  it  has  been  demonstrated  that  phase 
conjugate  COAT  systems  can  compensate  lor  the  phase 
distortions  due  to  atmospheric  turbulence. ' 

Calculations  with  our  propagation  codes  using  a phase 
conjugate  COAT  have  also  been  performed  to  reduce 
thermal  blooming,  but  we  found,  as  did  others,  ’ that 
the  presence  of  strong  thermal  blooming  can  lead  to 
divergence  of  the  iteration  scheme. 

We  have  investigated  convergence  properties  of  the 
phase  conjugate  COAT  by  inserting  thin,  nonlinear 
lenses  (simulating  thermal  blooming)  between  the  trans- 
mitter and  the  focus.  The  phase  conjugate  correction 
is  performed  using  the  following  scheme.  The  outgoing 
wave  is  first  focused  at  the  target;  it  arrives  with  a 
certain  Irradiance  level  at  the  lenses,  which  determines 
the  radius  of  curvature  of  each  lens.  The  return  wave 
is  assumed  to  originate  from  a point  source  in  the  tar- 
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get  plane.  It  passes  through  the  lenses,  and  its  radius 
of  curvature  at  the  transmitter  is  used  as  the  radius  of 
curvature  of  the  next  outgoing  wave.  The  results  show 
that  there  exist  a convergent  and  a divergent  range  of 
parameters,  depending  on  the  strength  of  the  nonlinear- 
ity. Convergence  occurs  for  cases  where  an  appro- 
priate value  of  the  radius  of  curvature  at  the  transmitter 
leads  to  complete  refocusing.  For  cases  where  re- 
focusing is  not  possible,  the  phase  conjugate  COAT 
iteration  diverges. 

In  this  paper  we  study  the  convergence  property  of  an 
idealized  phase  conjugated  COAT  system.  The  phase 
changes  appearing  in  nonlinear  propagation  calculations 
are  replaced  by  thin  lenses  which  change  only  the  cur- 
vature of  the  wave  front.  We  perform  the  calculations 
in  the  geometric  optics  limit  as  well  as  with  Gaussian 
beams.  The  convergence  properties  of  these  two  cases 
are  qualitatively  the  same.  The  program  was  written 
with  an  arbitrary  number  of  equally  spaced  lenses.  The 
qualitative  features  of  the  convergence  of  the  phase  con- 
jugate COAT  are  independent  of  the  number  of  lenses. 

II.  NONLINEAR  LENSES 

The  change  in  the  curvature  of  the  wave  front  due  to  a 
lens  at  position  z is  assumed  to  be 

A(z)  = S[a,/«i(z)l«  , (1) 

where  S is  the  strength  of  the  nonlinearity,  aiz)  is  the 
radius  of  the  beam,  and  a,  is  the  radius  at  the  trans- 
mitter. The  value  of  the  exponent  Q can  be  arbitrarily 
chosen. 

The  main  motivation  for  introducing  such  lenses  is 
to  simulate  cw  thermal  blooming  to  a first  order.  The 
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index  of  refraction  of  the  medium  due  to  energy  ab- 
sorbed from  a Gaussian  beam  is 


aP  \ f . , /- 

Anil 1 1 + erl  - ) expl— j-  I , 

V a,\  a,  '^\a\  / 


Rt  = R 


where  a is  the  absorption  coefficient,  P the  power  of 
the  beam,  r the  transverse  wind  velocity,  and  n,  and 
a,  are  the  radii  in  x and  v directions.  In  the  center  of 
the  beam  there  is  no  curvature  in  the  .v  direction.  The 
curvature  in  the  v direction  is  proportional  to  l/nj.  A 
thermal-blooming  lens  is  therefore  approximately  de- 
scribed by  the  value  Q = 3 in  the  expression  for  the  non- 
linear lens,  Eq.  (1). 

III.  GEOMETRICAL  BEAMS  WITH  A SINGLE  LENS 

We  describe  in  some  detail  the  simplest  case,  which 
is  the  geometrical  optics  limit  with  a single  lens.  We 
require  that  the  focus  of  the  corrected  beam  appear  in 
the  target  plane. 

A.  Linear  propagation 

The  undisturbed  beam  focuses  at  the  target  if  Rj. 
equals  the  distance  to  the  target  B;  the  notation  used 
is  described  in  Fig.  1.  Inserting  a lens  at  a distance 
L from  the  focus  changes  the  curvature  of  the  wave 
front  by  K and  the  focus  is  displaced  by  the  distance  D 
determined  by  the  relation 


L + D L + Rt-R 

valid  for  any  value  of  the  Initial  radius  of  curvature  Rt, 

The  requirement  D=0  leads  to  the  condition  for  the 
corrected  radius  of  curvature  at  the  transmitter  Rtc- 

Rtc=R-  + 

A glint  inserted  in  the  target  plane  and  propagated 
through  the  lens  arrives  at  the  transmitter  with  the 
same  radius  of  curvature  Rtc,  In  this  derivation,  no 
limit  was  imposed  on  the  transmitter  size  or  on  the 
size  of  the  beam  at  the  position  of  the  lens. 


TRANSMITTER  TARGET 

R • RANGE  • REFERENCE  LENGTH 
L • LEVER  ARM 

R.f  • RADIUS  OF  CURVATURE  OF  WAVEFRONT  AT  TRANSMITTER 
K • 1/R,.  • CURVATURE  CHANGE  DUE  TO  THE  LENS 

FIG.  1.  Notation  used  in  the  phase  conjugate  COAT  calcnta- 
tions  for  geometric  beam. 
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0,  » TRANSMITTER  RADIUS 
a = BEAM  RADIUS  AT  LENS  POSITION 
FIG.  2.  Beam  with  corrected  radius  of  curvature  at  the  trans- 
mitter. 


B.  Nonlinear  propagation 

1.  Analytical  solutions:  We  now  keep  the  transmitter 
size  and  the  power  of  the  beam  constant  and  assume 
that  the  curvature  K is  proportional  to  the  irradiance, 

K = S{a,/a)^,  (5) 

where  a is  the  radius  of  the  beam  at  the  position  of  the 
lens.  This  is  a special  case  of  Eq.  (1)  for  Q = 2,  per- 
mitting simple  explicit  solutions.  The  radius  a is  given 
by  (see  Fig.  2) 

a,/a  = RT/(L  + RT-R)  ■ (6) 

The  equivalent  to  Eq.  (3)  is  now 

I _ 1 SR%  ,»v 

L*D'L  + Rt-R  (L*Rt-^  ■ 

The  requirement  Z)  = 0 leads  to  a quadratic  equation 
for  the  radius  of  curvature  at  the  transmitter  with  the 
condition  for  the  existence  of  a real  root 

1-4SR(r-L)/L20  . (8) 

If  S and  L do  not  satisfy  the  condition,  Eq.  (8),  we 
ask  for  the  radius  of  curvature  at  the  transmitter  which 
minimizes  the  radius  of  the  beam  in  the  target  plane, 
which  is  given  by  a,  = oD  /(L  + D),  Using  Eqs.  (6)  and 
(7)  and  the  requirement  dOf/dRT  = 0,  we  get  a quadratic 
equation  tor  Rt,  The  solution  of  this  equation  leads  to 
the  minimum  radius  of  the  beam  in  the  focal  plane, 
which  we  indicate  by  a horizontal  dashed  line  in  Fig.  3. 

2.  Iterative  solutions:  The  phase  conjugate  correc- 
tion is  performed  using  the  following  interaction 
scheme.  We  call  Rt„  the  radius  of  curvature  at  the 
transmitter  and  K„  the  curvature  of  the  nonlinear  lens 
at  the  nth  iteration.  We  start  with  ° Aand  the  initial 
curvature  of  the  lens  ffo=  S(R/£.)*  and  get  a new  value 
for  the  radius  of  curvature  at  the  transmitter 

= +1//C.)  , (9) 

using  the  value  of  the  curvature  of  the  lens 

for  each  iteration. 

The  results  of  the  iteration  are  presented  in  Fig.  S, 
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FIG.  3.  Beam  radius  at  the  target  as  a function  of  Iteration 
tor  different  values  of  the  initial  curvature  The 

two  dashed  curves  use  an  iteration  with  half  the  gain. 


where  we  plot  the  radius  in  the  target  plane  Of  as  a 
function  of  the  Iteration  number  for  the  case  L = /?/2. 
Other  values  of  L behave  qualitatively  the  same.  For 
KgS  1 a solution  0 = 0 exists  and  the  Iteration  seems  to 
converge.  For  KgS  1 the  iteration  approaches  the 
analytical  solution  but  diverges  for  further  interations. 

An  attempt  was  made  to  affect  the  divergence  by  re- 
ducing the  gain  of  the  iteration,  using  for  the  new  ra- 
dius of  curvature  the  average  of  the  value  calculated 
by  Eq,  (9)  and  the  previous  one, 

Rr,  = 0.  S(Rr,  + • 

for  the  calculation  of  the  curvature  by  Eq.  (10).  The 
results  are  indicated  in  Fig.  3 by  0 = 1/2  for  two  val- 
ues. Ag  = 0.  5 and  .¥g  = 1.  5.  Convergence  and  divergence 
for  these  two  cases  are  slower,  but  not  qualitatively 
changed. 

C.  Phase  conjugate  COAT  with  time  constants 

In  the  previous  sections,  a study  of  a simple  single 
lens  system  was  presented  in  order  to  simulate  the 
phase-conjucated  COAT  technique  and  demonstrate  the 
lack  of  convergence  for  strong  enough  nonlinearities. 
The  iteration  performed  there  corresponds  to  the  con- 
dition sketched  in  Fig.  4,  for  which  the  atmospheric 
time  constant  is  much  smaller  than  the  iteration 
time  constant  describing  a system  which  uses  a 
phase  correction  based  on  the  return  from  a glint  only 
after  the  atmosphere  reaches  steady-state  conditions. 
We  generalize  the  iteration  scheme,  permitting  an  ar- 
bitrary value  of  assuming  an  exponential  ap- 


proach of  the  nonlinear  lens  to  the  steady  state.  This 
modification  leads  to  the  iteration 

flrg  = R,  A'.i  = 0 with  n = 0, 1,2, , 

K,  = S[Rr„/(L-R  + Rr,)l®  . 

where  Rj,,  is  the  radius  of  curvature  at  the  transmitter 
for  the  nth  iteration.  The  strength  of  the  nonlinearity 
is  S and  Q is  its  power  law.  The  position  of  the  lens  is 
L,  measured  from  the  target.  The  steady-state  value 
of  the  curvature  of  the  lens  is  K„,  but  the  actual  curva- 
ture is  a',  determined  at  the  moment  when  the  glint 
return  senses  it.  The  time  constants  are  included  in 
the  coefficient /=  exp(-  /„/<«).  This  model  describes 
a correction  system  which  itself  has  a zero  time  con- 
stant. The  results  of  the  iteration  with  atmospheric 
time  constants  are  shown  in  Fig.  5 for  a particular 
case.  The  beam  radius  at  the  target  is  plotted  as  a 
function  of  the  iteration  for  some  values  of  the  coeffi- 
cient /.  The  curves  with  larger  atmospheric  time  con- 
stants, corresponding  to  larger  values  of  /,  are  lower 
than  the  ones  with  shorter  time  constants,  but  even- 
tually they  also  diverge. 


CURvaTURE 
OF  UENS 


IRRADJANCE 


GLINT 


MP 


TIME 

FIG.  4.  Schematic  representation  of  phase  conjugate  COAT 
systems  with  an  atmospheric  time  constant  For  the  cw 
case,  the  iteration  time  is  (,).  For  the  MP  case,  the  pulse 
length  is  fg,  the  pulse  spacing  is  Tg,  and  the  time  between  the 
sensing  of  the  atmosphere  by  a glint  return  and  the  next  pulse 
is  (g.  Standard  multipulse  conditions  reigilre 
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If  we  reduce  the  iteration  time  constant,  we  can  in- 
crease the  time  before  onset  of  the  divergence,  Let  us 
assume  an  atmospheric  time  constant  of  0. 1 s and  an 
iteration  time  of  1 ms  giving  a value  / = 0. 99.  The  di- 
vergence started  after  about  500  iterations,  correspond- 
ing in  this  case  to  j s.  A fast  correcting  adaptive  sys- 
tem can,  temporarily  at  least,  overcome  the  divergence 
problems  of  the  phase  conjugate  COAT  for  cw  beams. 

In  Fig.  4 we  also  present  the  situation  for  a multi- 
pulse  case.  The  pulse  length  is  called  Ip  and  the  pulse 
spacing  Tp,  Standard  multipulse  cases  satisfy  fp«tu 

Tp,  expressing  the  condition  that  no  self-blooming  for 
each  pulse  occurs,  and  that  each  pulse  is  subjected  to 
the  heat  deposit  from  previous  pulses  only,  assuming 
validity  of  the  long-time  hydrodynamic  limit.  If  the 
time  between  the  glint  sensing  and  the  next  pulse  1,  is 
much  smaller  than  the  atmospheric  time  constant 
the  system  becomes  linear  for  that  particular  pulse. 


! 


The  corrections  due  to  such  phase- conjugated  COAT 
systems  are  limited  by  finite  aperture  sizes. 


0 0 5 10 

POSITION  OF  lens  Z 


IV  GAUSSIAN  BEAMS  AND  MULTILENS  SYSTEMS 

A.  Limits  to  the  phase  compensation  for  a Gaussian 
beam  f<ir  linear  distortions 

Phase  corrections  for  linear  systems  (e.  g. , turbu- 
lence) can  restore  the  irradiance  in  the  focal  plane  only 


ITERATION 

FIG.  5.  Radius  of  beam  In  the  target  plane  as  a function  of 
iteration  number  for  some  values  of  the  time  constants  de- 
scribed by  the  coefficient  exp(- f„ /f„). 
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LIMITS  TO  PHASE  CORRECTION 
FOR  LINEAR  SYSTEM 

FIG.  6.  Limits  to  phase  correction  for  Gaussian  beam  for 
single  constant  lens  inserted  at  distance  z between  transmitter 
and  target. 

to  a limited  degree  if  a fixed  transmitter  size  is  as- 
sumed. We  show  this  for  the  simple  case  of  a constant 
thin  lens  with  curvature  K inserted  in  a Gaussian  beam^ 
at  a position  between  the  transmitter  and  target. 

The  beam  radius  in  the  target  plane  Op  is  given  by 
(jf  = nf  [ 1 + Cyj  + Afid  - z)  + Aft  Cflzd  - z))"* 

+ af[l  + AAzd-  z))VnJ.  , 

where  a,  is  the  radius  of  the  beam  at  the  transmitter 
ll/e  power),  R the  range,  C the  curvature  of  the  beam 


100  loz  <o«  io«  10S  no  iiz  ii<  i« 

CURVATURE  AT  TRANSMITTER  C 


FIG.  7.  Beam  radius  at  target  vs  curvature  at  transmitter  for 
five-lens  system  with  geometrical  beam. 
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FIG.  8.  Beam  radius  at  target  vs  iteration  for  cases  of  Fig.  7. 

at  the  transmitter  which  is  being  varied,  Np-kaf/R  the 
Fresnel  number,  and  z is  the  distance  to  the  thin  lens 
measured  from  the  transmitter  in  units  of  R, 

The  minimum  radius  of  the  Gaussian  beam 
which  can  be  achieved  by  appropriate  choice  of  the 
curvature  C at  the  transmitter,  is 

Us  maximum  value  as  a function  of  2 is  at  z = The 
curvature  which  gives  the  minimum  radius  is 

= • [1  +KK(1  - z)]/[l^KRz{X  - z)l  . 

The  minimum  radius  and  the  corresponding  curvature 


GAUSSIAN  BEAM 
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N, • 100 
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CURVATURE  AT  TRANSMITTER  C 

FIG.  9.  Beam  radius  at  target  vs  curvature  at  transmitter  for 
five-lens  system  with  Gaussian  beam. 
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FIG,  10.  Beam  radius  at  target  vs  iteration  for  the  cases  of 
Fig.  9. 

are  plotted  as  a function  of  z in  Fig.  6.  At  z = 0 a com- 
plete correction  is  possible,  and  at  z = 1 no  correction 
is  required. 

B.  Nonlinear  propagation 

Our  model  for  a phase  conjugate  COAT  system  was 
extended  to  permit  multiple  lenses.  A further  exten- 
sion permits  us  to  use  Gaussian  beams  for  the  beam 
propagated  from  the  transmitter  to  the  target.  A 
geometrical  beam  is  kept  for  the  glint  return. 

In  Fig.  7 we  plot  the  radius  of  the  geometrical  beam 
in  the  target  plane  as  a function  of  curvature  at  the 
transmitter  C for  some  values  of  the  strength  of  non- 
linearity S for  a system  of  five  uniformly  spaced  lenses. 
It  can  be  seen  that  it  is  not  possible  to  perform  an  exact 
compensation  for  values  S >0.004.  The  phase- conjugate 
iteration  for  the  same  five- lens  system  is  shown  in  Fig. 
8.  The  onset  of  divergence  seems  to  coincide  with  the 
lack  of  an  exact  compensation. 

In  Fig.  9 we  plot  the  radius  In  the  target  plane  for  a 
five- lens  system  using  a Gaussian  beam  with  a Fresnel 
number  of  JV,  = 100.  The  diffraction-limited  radius  is 
now  \/Nf,  The  onset  of  divergence  is  related  in  some 
way  to  the  change  in  the  shape  of  the  curves.  The 
phase  conjugate  COAT  iteration  is  shown  in  Fig.  10. 

It  exhibits  the  same  qualitative  features  as  the  geome- 
trical beam  in  Fig.  7,  but  it  shows  that  for  Gaussian 
beams,  even  for  the  convergent  cases,  the  radius  can- 
not be  reduced  to  the  diffraction-limited  value. 

V.  CONCLUSION 

In  conclusion,  the  phase  conjugate  COAT  method 
leads  to  nearly  complete  compensation  of  atmospheric 
turbulence  and  partial  compensation  for  cases  with 
moderate  thermal  blooming,  with  and  without  turbu- 
lence, so  long  as  the  effective  thermal  lens  is  thin  and 
near  the  transmitter,  as  lor  slewed  beams.  For  cases 
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■with  substantial  thermal  blooming,  the  phase  conjugate 
method  gives  some  initial  Improvement  but  does  not 
converge.  A suiflciently  fast  correction  system  may 
overcome  this  problem  lor  a limited  time. 

All  calculations  presented  here  refer  to  idealized 
cases;  questions  relating  to  an  experimental  realiza- 
tion (lihe  phase  measurements,  signal  to  noise)  have 
iK>t  been  Included  in  our  study. 
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Tracking  turbulence-induced  tilt  errors  with  shared  and  adjacent  apertures^t 
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Tracking  apertures  which  are  on  axis,  off  axis,  and  annular  with  respect  to  the  pointer  optics  are  considered 
in  terms  of  their  effectiveness  in  canceling  atmospheric  turbulence-induced  wave-front  tilt  errors  The  off-axis 
tracker  is  found  to  be  the  least  effective,  whereras  the  annular  configuration  is  least  sensitive  to  the  wind 
profile  and  slewing  conditions.  The  key  to  minimizing  the  centroid  wander  in  the  focal  plane  is  the  proper 
setting  of  the  low-pass  cutoff  frequency  of  the  tracking  servo.  That  setting  is  based  on  wind  velocity,  slew 
rate,  and  aperture  diameters.  A too-high  setting  of  the  cutoff  frequency  can  actually  degrade  tracker 
performance  when  the  tracking  aperture  is  small. 


I.  INTRODUCTION 

In  many  optical  pointing  and  tracking  systems  it  is 
not  practical  to  beam  split  the  incoming  wave  front  in 
order  to  derive  a tracking  signal.  Often  the  tracking 
optics  are  placed  outside  the  aperture  of  the  pointer. 
Such  a configuration  is  acceptable  for  the  gross  track- 
ing of  the  target,  but  there  are  serious  reservations  as 
to  whether  turbulence  errors  can  be  effectively  canceled 
in  this  configuration.  The  problem  is  that  the  scale 
sizes  of  the  phase  aberrations  due  to  turbulence  may  be 
smaller  than  either  the  pointer  or  tracker  optics  and 
hence  the  two  fields  of  view  may  not  see  the  same  phase 
variations.  We  will  investigate  the  theoretical  effec- 
tiveness of  tracking  in  an  off- axis  configuration  by  con- 
sidering the  correlation  of  wave-front  tilts  on  two  aper- 
tures of  different  diameters. 

We  can  state  in  advance  that  the  prognosis  for  off- 
axis  tracking  of  turbulence  is  poor,  but  we  will  not 
leave  the  situation  there.  Two  other  configurations  are 
considered  which  offer  much  greater  advantages  to  can- 
celing turbulence- induced  centroid  motion.  Both  place 
the  tracker  concentric  with  the  pointer.  The  first  is  to 
place  the  tracker  within  the  pointer  central  obscuration, 
and  the  second  is  to  place  the  tracker  in  an  annulus  sur- 
rounding the  pointer. 

Our  method  of  specifying  tracker  effectiveness  is  to 
calculate  the  statistical  variance  of  the  difference  be- 
tween where  you  would  like  to  point  and  where  the 
tracker  tells  you  to  point.  It  is  important  in  this  anal- 
ysis and  in  the  real  system  to  include  a variable  cutoff 
frequency  of  the  tracker  servo  response.  High  tempor- 
al frequencies  must  be  carefully  rejected  because  they 
correspond  to  those  small  scale  sizes  which  are  not 
seen  the  same  by  both  pointer  and  tracker.  The  setting 
of  the  cutoff  frequency  will  be  determined  from  the  na- 
tural wind  velocity,  slew  rate,  and  aperture  dimensions. 
We  will  provide  sets  of  15  error  curves  in  normalized 
coordinates  to  serve  as  a reference  gallery  of  condi- 
tions from  which  the  user  may  select  the  one  most  ap- 
propriate to  his  tracking  scenario. 

To  evaluate  the  effectiveness  of  the  various  tracker- 
pointer  configurations,  we  established  three  geome- 
tries as  shown  in  Figs.  1-3.  In  the  first  is  a pair  of 
filled  apertures  (i.  e. , no  central  obscurations)  of  di- 
ameters D for  the  pointer  and  d for  the  tracker.  The 
axial  separation  is  ri,  and  may  be  varied  from  0 to 
* essentially.  This  allows  for  placement  of  the  tracker 
on  axis  or  off  axis,  but  when  the  tracker  is  within  the 
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field  of  view  of  the  pointer,  a portion  of  the  optical  sig- 
nal must  be  diverted  by  means  of  a beam  splitter  from 
the  pointer  to  the  tracker.  Note  the  presence  of  the 
low-pass  filter  impulse  response  h(t),  which  may  be 
inherent  in  the  servo,  but  which  must  have  a variable 
cutoff  frequency.  In  Fig.  2 is  the  second  configuration, 
termed  “annular,  ” where  again  the  tracker  signal  is 
low-pass  filtered  before  being  fed  to  the  pointer.  We 
choose,  for  the  annular  configuration,  to  retain  the 
symbol  D for  the  larger  diameter  and  d for  the  smaller. 
Hence  the  pointer  is  now  of  diameter  d,  whereas  for  the 
filled  configuration  it  was  of  diameter  D,  Finally,  in 
Fig.  3 we  return  to  the  on-axis  case  and  allow  the 
tracker  to  obscure  a region  of  the  pointer.  We  will  find 
that  the  results  of  this  configuration,  termed  “interi- 
or, ” are  almost  identical  to  the  filled  configuration 
with»'i=0,  so  long  as  d<^ZJ. 

II.  THEORY 

For  each  configuratior  we  wish  to  minimize  the  er- 
ror signal  €(()  between  the  desired  pointer  angle  a^{t) 
and  the  indicated  tracker  angle  a,{t)  as  filtered  by  Ji(f). 
This  is  represented  by  the  convolution  relation 

«(t)  = ar>(t) -»,(/)•  h(t)  . (1) 

More  physically,  €(()  is  the  angular  wander  of  the  cen- 
troid in  the  target  plane,  if  we  follow  reciprocity  argu- 
ments. The  error  variance  is  readily  found  to  be 

<7j(/c.)  = jT’  W,(/)<f/  + J H(f,fJW,(f)df 

-2j^  H^>\fJJW„(f)df  , (2) 
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a,{i-,9i)  = Z>Af  j dx  W^(x,ri)<fi(x,t)  (x -r,^) , 
ere 

(1,  l*-fil  ^jd 

W,(x,r,)A 

(O,  lx~ril>id 


FIG.  2.  Geometry:  annular  configuration. 

where  Is  the  modulus-squared  Fourier  trans- 

form of  h(t)  and  is  assumed  to  have  a well-defined  cut- 
off frequency  /„.  The  power  spectral  densities  Wp  and 
W,  are  the  auto-spectra  of  and  a,,  and  W,,  is  the 
cross  spectrum  of  a,  with  a,. 

Spectra  for  the  filled  configuration  may  be  obtained 
from  the  work  by  Greenwood  and  Fried'  on  wave-front- 
compensative  systems.  In  turn,  spectra  for  the  annu- 
lar and  interior  configurations  may  be  derived  from 
those  of  the  filled  configuration  by  some  geometrical 
considerations.  Note  that  we  will  be  considering  wave- 
front  tilts  rather  than  intensity  centroids  lor  mathe- 
matical convenience.  These  quantities  a..e  not  precise- 
ly the  same  but  are  very  similar. ‘ For  an  aperture  of 
diameter  D,  the  tilt  angle  Og  is  defined 


ag{t)=2\A^  j dxWp(x)ii>{x,t)x  , 


where  <t>{x,t)  =the  spatio-temporal  phase  incident  on  the 
aperture, 


Ap  Is  the  ^rture  area  { rtf,  and  ri  = (ri„  rj,)  = (rj  cosS, 
Ti  sinS).  Note  the  angular  dependence  6,  which  stems 
from  a geometrical  asymmetry,  will  lead  to  the  off- 
axis  results  being  a function  of  the  orientation  of  tilt. 
Two  values  of  0,  namely  0 and  | ir,  will  be  sufficient  to 
describe  the  off-axis  angular  dependence,  and  these 
angles  will  correspond  to  tilts  in  the  x and  y directions, 
respectively,  as  indicated  in  Fig.  1. 

The  next  step  is  to  define  the  auto  and  cross  covari- 
ances of  and  oig  as 

C<(T)  = (0l/<)O^(f+T))  , 

Co(T)  = <aB(/)ao(/  + T)>  , (5) 

C<o(T)  = (a/f)ao«+T)>  , 

and  we  know  <o^ ) = (Og)  =0.  For  the  moment,  let  the 
subscript  t represent  D,  d,  or  dD.  The  Fourier  trans- 
forms of  C,(t)  are 

= (fTcos(2»/T)C,(T)  . (6) 

Note  that  this  is  a one-sided  transform,  such  that 

dfW,(f).  (7) 

From  the  earlier  paper, ' we  find  a general  expres- 
sion for  the  spectra  to  be 


(1,  1x1 

lo,  lxl>iD 


»',(/)  = -!  /dr  T,(r)lF,.(f;/), 


X is  the  vector  (x,y),  dx  the  Incremental  area  dxdy,  Ag 
the  aperture  area  jirD®,  and  X is  the  wavelength.  For  an 
aperture  of  diameter  d,  displaced  a vector  distance  Xj 
from  the  aperture  of  diameter  D,  the  tilt  angle  is 


where  T,  is  a transfer  function  associated  with  the 
aperture  size  and  separation,  and  IF,,  is  the  atmospher- 
ic phase-difference  power  spectrum.  To  eliminate  pos- 
sible confusion  as  to  which  T,  to  use  in  the  earlier  pa- 
per,' we  feel  that  it  is  worthwhile  to  repeat  the  trans- 
fer functions.  They  are 


I 0 , rf«r. 


Tgir,  e)  = Tp{r,  6)  withd-D  , 


. u -a 
0sr2«— ^ 

(7)  ’''(7)  ] 


(l->|)’'^j^l+^(rcose+riCos8)*j  , 


„ D+d 

0,  — 
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FIG.  3.  Geometry:  iiterior  configuration. 


where 

r2=[r*+yf +2rriCos(«-fl)]*'“  , 
V,=[y|  *(W-(\dfynD  , 
y2=[y|  + (5<i)*-(|or‘)/y,d  . 


It  should  already  be  apparent  that  in  the  filled  config- 
uration 


= , 

W,  = W,,  (11) 

= . 

However,  for  the  spectra  of  an  annular  aperture  of  outer 
diameter  D and  inner  diameter  d,  and  a filled  aperture  of 
diameter  d located  concentric  with  the  annulus,  we  must 
return  to  the  aperture  integrals  which  define  tilt.  The 
least-squares  definition  of  tilt  on  an  annulus  is 


= oj  + oj  — 2ofjj  . 


(15) 


Referring  to  Eq.  (2),  we  may  calculate  the  asymptotes 
for  the  filled  configuration  as 


of(0)  = o|  , 

wJ(«)  = Oo.<  . 


(16) 


Note  that,  via  Bq.  (15),  Oj,^  may  be  greater  than  or  less 
less  than  Op  depending  on  the  value  of  oJn.  Consider 
the  limit  when  <72*0-0,  corresponding  to  a large  separa- 
tion y,.  In  this  case,  <7f(0)<oJ(«>),  which  says  that  if  we 
track  with  the  widest  possible  bandwidth  in  the  off-axis 
situation,  we  may  actually  have  higher  tracking  errors 
than  if  we  had  not  attempted  to  track  turbulence  at  all. 

In  the  annular  configuration,  the  asymptotes  are 


(7*(0)  = oj  , 
of('»)  = *2<7o.2 


(17) 


For  small  values  of  d/D  it  is  possible  for  of(«>)  to  ex- 
ceed (7f(0);  h<7wever,  for  the  more  interesting  case  of  a 
narrow  annulus,  or  d/D-l,  (7j(«>)  is  Invariably  much 
smaller  than  of(0),  and  the  tracking  is  quite  effective. 
For  the  interior  configuration,  the  asymptotes  are 


(7f (0)  = 5|<7fl  + hiCjf  — 25i5joJ^  , 
oi(«>)  = &|o|^ . 


(18) 


Again,  we  cannot  state  that  (rf(<>° ) is  definitely  less  than 
(7f(0).  Also,  the  asymptotes  do  not  define  the  behavior 
of  the  curves  for  intermediate  values  of  /„.  We  will 
see  in  the  graphs  to  be  shown  later  that  in  the  filled  and 
interior  configurations  there  are  substantial  dips  in  the 
<7f(/co)  curves  which  identify  optimum  cutoff  frequencies. 


°>A  (1)  = W'2>(i)<ft(r,  t)x 

- j diW,(i,Omi,t)x^,  (12) 

which  can  be  easily  rewritten  in  terms  of  a^,  and  as 

. (13) 

Because  of  the  simple  relation  that  a,,  has  with  dp  and 
a^,  we  may  write  the  pointer  and  tracker  spectra  for 
the  annular  configuration  as 

W,=b\Wp^blW,~2b^b2W,p  , 

W„  = btW,p-b^W,  , 
where 

ft,=[(/)/rf)‘-ll-‘, 
fe2=[l-(d/D)‘l-‘  . 

For  the  interior  configuration,  we  merely  Interchange 
tv,  and  IV,  in  Eq.  (14). 

We  do  not  yet  need  relations  for  tV,,  in  order  to  de- 
termine the  low  and  high asymptotes  of  oJ.  To  de- 
rive these  limits,  we  will  need  the  variance  and  covari- 
ances of  a,  and  Op,  given  by  Eq.  (7),  and  the  variance 
of  the  difference  - dp,  given  by 


In  deriving  the  phase-difference  spectra,  we  chose 
to  ignore  wind  direction  in  order  to  simplify  inordinate 
and  expensive  computer  intergratlons  which  change 
the  precision  little.  In  fact,  turbulence  and  wind  con- 
ditions in  a field  situation  are  generally  known  so  poor- 
ly that  the  added  precision  is  wasted.  Conceivably, 
one  could  take  advantage  of  the  transport  of  turbulence 
from  one  aperture  to  another,  but  we  will  take  a con- 
servative approach  of  looking  at  the  correlation  of  tilts 
with  no  time  lag.  Assuming  the  angle  0 = 0,  we  find 
for  spherical  waves  emanating  from  a point  source  on 
the  target  that 

W,.(y/)  = 0.  1305l-*L/-''> 

X f ds  i'®^*(s)  sin*[vy/s/t)(s)]  C5(s)  , (19) 

*'o 

obtained  from  expressions  in  Lee  and  Harp’  or  Clif- 
ford.* In  Eq.  (19)  we  have  L as  the  range,  ii(s)  the 
wind  speed  normal  to  the  path,  possibly  including  a 
pseudo-wind  due  to  slewing,  C^(s)  the  refractive-index 
structure  parameter,  and  s the  incremental  path  length 
ranging  from  0 at  the  point  source  to  1 at  the  tracker. 

The  analysis  is  now  at  a point  where  we  may  specify 
r(s)  and  C*(s)  and  Integrate  over  the  path  to  determine 
H',,.  We  will  use  simplified  forms  for  velocity  and 
turbulence  which  we  believe  represent  most  cases  of 
interest.  First,  we  say  C*  is  a constant  along  the  path, 
since  generally  the  paths  are  of  low  elevation  angle. 
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and  thus  Cjj  is  known  very  poorly.  Fortunately,  we 
have  found  that  the  results,  In  the  form  of  are 

not  very  sensitive  to  the  profile.  Secondly,  we 
chose  three  possible  forms  for  v(s).  Wind  case  1 will 
represent  a constant  transverse  wind  velocity  given  by 

v(s)=v,  . (20) 

This  case  represents  targets  and  tracker  platforms 
which  have  a low  relative  motion.  Wind  case  2 Is  to 
represent  a slew -dominated  situation  where  the  tracker 
platform  is  essentially  stationary  relative  to  the  target 
motion,  or 

t)(s)»u)L(l-s)  , (21) 

where  u Is  the  slew  rate.  Wind  case  3 reverses  this 
situation  by  having  the  target  essentially  stationary. 


and  having  the  tracker  platform  moving  at  a high  rate, 
or 

v{s)  = u>Ls  . (22) 

For  the  above  assumptions,  we  may  write  the  phase- 
difference  spectrum  In  a convenient  normalized  format. 
The  general  form  involves  D,  the  larger  aperture  di- 
ameter, because  of  later  aperture  Integrals  which  will 
be  relative  to  D: 

=0.330 (f/fo)-*'*foK  (fr/foD)  , (23) 

where  /o  Is  a characteristic  frequency  having  a different 
expression  depending  upon  which  wind  case  is  of  Inter- 
est. For  wind  case  1 we  have 
/o  = t)./irZ) 


log  xco 

FIG.  S . Error  variance  va  cutoff  frequency:  filled  contiguous 
off-axis  configuration,  tilt  x,  wind  case  1. 


*00 

FIG.  7.  Error  variance  vs  cutoff  frequency: 
configuration,  wind  case  2. 


filled  on-axis 
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FIG.  8.  Error  variance  vs  cutoff  frequency;  filled  contiguous 
off-axis  configuration,  tilt  x,  wind  case  2. 


"co 

FIG.  10.  Error  variance  vs  cutoff  frequency;  filled  on-axls 
configuration,  wind  case  3. 


In  wind  case  2 we  have 
/o  = i^LlvD 


"w-lf ■ 


Finally,  in  wind  case  3 we  have 
/.-M/.D  ' 

K[u)=  8ln*u 

To  further  minimize  the  number  of  parameters  which 
will  ^pear  In  the  results,  we  chose  to  normalize 
and /„  as  follows: 

p?=o*/(13.0f)-‘'>iCi),  and  *„=/„//„  . (27) 

Now  depends  on  d/D  for  all  configurations,  and 


on  r,/f>  and  6 in  the  filled  configuration  when  rj  >0. 
Furthermore,  pj  depends  on  the  choice  of  a type  of  low- 
pass  filter.  We  tried  two  types  of  filter,  a binary  one 
that  is  unity  up  to  the  cutoff  frequency  and  zero  above, 
and  an  RC  filter  given  by 

ff(/./co)  = U+(///c.)*'l'‘  . (28) 

Since  the  results  were  not  substantially  different,  we 
will  present  curves  only  for  the  RC  filter.  Many  real- 
istic closed-loop  servo  responses  have  a character 
similar  to  Eq.  (28)  in  the  neighborhood  of  the  3 dB 
point.  Although  realistic  responses  roll  off  faster  than 
Eq.  (28)  for />/„.  that  will  not  affect  the  results  since 
the  tilt  spectra  themselves  roll  off  at  a high  rate  (typ- 
ically at /■‘'^’). 


-3  -2 


FIG.  9.  Error  variance  vs  cutoff  frequency;  filled  contiguous 
ofl-axls  configuration,  tilt  y,  wind  case  2. 
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FIG.  11.  Error  variance  re  cutoff  frequency;  filled  contlguoua 
otf-axla  configuration,  tilt  x,  wind  case  3, 
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FIO.  12.  Error  variance  va  outotT  (koquency:  filled  contiguous 
otf-axls  configuration,  tilt  y,  wind  case  3. 


FIG.  14.  Error  variance  vs  cutoff  frequency:  annular  configu- 
ration, wind  case  2. 


III.  RESULTS 

As  stated  previously,  our  goal,  In  the  presentation 
of  results.  Is  to  present  a sufficient  number  of  curves 
to  serve  as  standards  for  most  tracking  cases  of  Inter- 
est. There  are  fifteen  figures  (4-lB)  which  represent 
the  three  wind  cases  and  these  configurations:  filled 
on-axls  (Figs.  4,  7,  10),  filled  off-axis  tilt  x (Figs.  5, 
8,  11),  filled  off-axis  tUt  y (Figs.  6,  0,  12),  annular 
(Figs.  13-15),  and  interior  (Figs.  16-18).  A repre- 
sentative range  of  values  for  d/D  was  chosen  as  0. 1, 
0.2,  0.5,  and  0.9,  and  where  meaningful,  d/D-l, 

For  off-axis  trackers,  we  assumed  the  tracker  and 
pointer  optics  were  contiguous;  hence,  for  the  stated 
values  of  (f/f7,  we  have  r|/JD- 0.55,  0.6,  0.75,  and 
0.95,  where  generally  rjD  = \(\  *d/D). 


no.  13.  Error  vartance  vs  cutoff  tnqaeooy.  annular  cooflg- 
nratloa,  wind  case  1. 
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For  a quality  measure,  we  define  a reduction  factor 
A as 

A=min(/.;(x„)]/pi(0)  , (29) 

since  we  are  minimizing  p\  with  respect  to  the  tracking 
error  when  no  turbulence  tracking  Is  attempted.  The 
significance  of  a particular  value  of  R may  be  evaluated 
on  an  absolute  basis,  by  comparing  the  residual  track- 
ing error  A(ri(0)  with  the  diffraction- limited  beam  size 
(1. 22  X/Df,  and  we  will  demonstrate  this  with  particu- 
lar system  and  turbulence  parameters.  However,  we 
may  also  categorize  A on  a relative  basis.  If  the  rms 
tracking  error  cannot  be  reduced  by  better  than  a fac- 
tor of  ■fZ  (1.  e. , A =0.5),  the  tracking  improvement 
will  hardly  be  measurable.  In  contrast,  an  rms  error 


FIG.  IS.  Error  variance  va  cutoff  frequency;  annular  configu- 
ration, wind  case  3. 
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'°9  *00 

FIG.  16.  Error  variance  V8  cutoff  frequency:  interior  con« 
figuration,  wind  case  1. 


'°9  *00 

FIG.  18.  Error  variance  vs  cutoff  frequency: 
figuration,  wind  case  3. 


interior  con- 


correction  of  at  least  a factor  of  5 (1.  e. , R =Q.  04)  will 
significantly  enhance  system  performance. 

Consider  first  Fig.  4,  which  is  for  the  on-axis  filled 
configuration  and  wind  case  1 (constant  winds).  There 
is  obviously  a substantia)  traclting  improvement,  as 
noted  by  the  dips  in  the  curves,  provided  is  set 
properly.  Ford/D  = 0.1,  the  improvement  factor 
R =0.039,  and  this  occurs  at  Xj„  = 1.45.  To  make  these 
numbers  more  meaningful,  consider  the  following  rath- 
er arbitrary  set  of  conditions:  i>  = 1 m,  v,  = 4 m/s,  L 
= 5000  m,  and  Ci=  10'*’  m"*'*.  We  will  need  the  asymp- 
totic value  of  which  applies  independent  of  wind  pro- 
file or  value  of  : 

p;(0)=0.0885  . (30) 

To  obtain  the  asymptote  in  unnormalized  units  we  apply 


log 

FIQ.  17.  Error  variance  va  cutoff  frequency;  Interior  con- 
figuration, wind  case  2. 


Eq.  (30)  to  Eq.  (27),  which  for  the  stated  conditions 
gives  us  (rf(0)  = 5.  75  x 10"'°  rad^.  According  to  the  cal- 
culated value  of  R we  may  reduce  this  error  to  of  = 2. 24 
X 10'“  rad^.  Note  the  residual  error  is  equivalent  to 
the  diffraction-limited  spread  2.15x10'“  rad^,  calcu- 
lated as  (1.22  \/Df  at  A =3. 8 /im.  The  optimum  cutoff 
frequency  to  achieve  this  reduction  is /„=«■„  x^^hD, 
such  that  /c„  = 1.8  Hz.  This  cutoff  should  be  easily  at- 
tainable for  a tracking  servo  driving  aim  system. 

It  is  perhaps  surprising  that  a substantial  tracking 
improvement  occurs  for  a d/D  as  small  as  0. 1,  since 
the  tracker  is  observing  only  lijth  the  area  of  the 
pointer  in  estimating  the  pointer  angle.  The  key  is  in 
the  proper  rejection  of  small  turbulence  scale  sizes  by 
filtering  out  the  high  frequencies.  Alternatively,  we 
may  think  of  averaging  an  ensemble  to  wave  fronts  for 
a period  of  time  based  on  the  pointer  diameter  and  the 
wind  velocity.  That  averaging  time  is  approximately 

Also  in  Fig.  4 we  have  shown  the  asymptotic  curve 
as  d/D-  1,  to  demonstrate  the  use  of  beam-splitting 
optics  such  that  the  pointer  and  tracker  have  the  same 
aperture.  Now,  as  expected,  the  optimum  tracking  oc- 
curs for  the  highest  possible  cutoff  frequency,  but  that 
frequency  need  not  exceed  x„*3. 

Now  let  us  compare  the  curves  in  Fig.  4 for  an  on- 
axls  tracker  with  those  of  Figs.  5 and  6 for  a contiguous 
off-axis  tracker.  The  dips  in  the  off-axis  curves  are 
no  longer  substantial.  Tracking  improvement  for  d/D 
= 0.1  is  a mediocre  R=0.3l  for  tilt  x (at  ’‘0, 5)  and 
is  slightly  better  lor  tilt  y with  A =0. 19  (Xj,  =0. 9).  For 
larger  d/D,  the  tracker  improvement  becomes  even 
poorer,  suggesting  we  are  intercepting  more  and  more 
incorrect  turbulence  information.  Thus  if  the  tracker 
must  be  off  axis,  it  should  be  small  and  as  close  as 
possible  to  the  pointer. 

Figures  5 and  6 are  good  examples  of  the  tracking 
degradation  which  could  result  from  setting  the  cutoff 
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frequency  too  high.  In  particular,  for  the  smaller  val- 
ues of  d/D,  the  asymptote  exceeds  p\(0). 

In  comparing  Fig.  5 with  Fig.  6,  we  note  that  tilt  y 
has  lower  values  of  R than  tilt  .r.  This  is  a result  of  a 
higher  correlation  between  tilts  on  a common  axis  (the 
X axis,  about  which  we  have  tilt  y)  than  between  tilts  on 
parallel  but  not  common  axes  (namely,  y axes,  about 
which  we  have  tilt  .r).  The  axes  are  depicted  in  Fig.  1. 

In  Figs.  7-9  we  have  similar  results  for  the  second 
wind  case,  that  of  slew-dominated  winds  and  a moving 
target.  In  comparing  these  results  with  Figs.  4-6,  we 
note  the  improvement  is  not  so  great  as  in  the  first 
wind  case.  For  example,  the  on-axis  <1/0  = 0. 1 curve 
has  an/i=0.20  at  .rc„=0.18.  For  a more  accurate 
track,  a larger  d/D  would  be  required.  To  evaluate 
the  dependence  on  wind  profile,  let  us  consider  the 
other  extreme  in  winds  given  by  case  3,  which  is  still 
slew  dominated,  but  now  the  tracker  platform  is  in  mo- 
tion relative  to  the  target.  The  results  in  Figs.  10-12 
demonstrate  the  best  improvement  so  far,  with 
fl  = 0. 023  at  = 1 . 14  for  d/D  = 0.1  and  r,  = 0. 

We  may  explain  the  wind  profile  dependence  by  con- 
sidering a hypothetical  point  frozen  in  the  turbulence 
field,  where  that  point  is  transported  by  the  wind  trans- 
verse to  the  path.  The  transport  time  necessary  for 
the  hypothetical  point  to  traverse  the  beam  is  T(.<f) 

= Ls/v{s).  If  the  wind  increases  linearly  from  zero  at 
the  point  source,  then  the  transport  time  is  independent 
of  position  along  the  path,  since  i’(.s)~s.  This  leads  to 
a resonance  between  the  winds  and  the  wave  front,  and 
in  essence,  the  tracker  and  pointer  see  aberrations 
moving  at  a constant  transport  rate,  independent  of  path 
postion.  This  is  of  course  wind  case  3,  where  we  saw 
the  best  tracking  improvement.  Whenever  the  winds 
have  a profile  which  deviates  from  this  ideal,  the  phase 
aberrations  move  into  and  out  of  the  field  of  view  at 
varying  rates  along  the  path,  and  the  tracking  improve- 
ment increasingly  degrades  as  Ls/v(s)  departs  from  a 
constant.  The  next  best  case  which  we  considered  is 
wind  case  1,  where  t>(s)~  const  and  T{s)~  s.  Even  here, 
the  graphs  indicate  substantial  tracking  improvement. 
The  worst  case  is  then  wind  case  2,  where  v(s)~  (1  - s) 
and  r(s)~  s/(l  - s),  which  even  goes  to  infinity  at  the 
tracker/po  inter. 

The  results  for  the  annular  configuration  and  the 
three  wind  cases  given  in  Figs.  13-15  do  not  exhibit 
the  same  strong  dependence  on  wind  profile  as  we  saw 
in  tlie  filled  configuration.  Now  the  optimum  track  oc- 
curs for  the  highest  cutoff  frequency  possible;  however, 
it  is  'generally  not  necessary  to  exceed  x„*4  for  any 
wind  profile  or  annular  width.  This  also  suggests  if 
the  'racking  situation,  including  slew  rates  and  ambient 
winds,  is  unknown  to  some  extent  at  the  time  of  system 
design,  that  the  annular  configuration  should  be  used. 

Our  method  of  normalization  caused  the  annular 
curves  to  asymptote  to  different  low-frequency  values. 
We  kept  the  outer  diameter  D fixed  and  varied  the 
pointer  diameter  d.  There  certainly  is  no  loss  of  gen- 
erality since  actual  numbers  can  be  extracted  by  re- 
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versing  the  normalization  procedure;  however,  this 
situation  conforms  to  halving  a particular  size  optic 
shared  between  the  pointer  and  tracker.  For  further 
reference,  the  tow-frequency  asymptote  for  the  annular 
configuration  is 

pkHo)  = 0.0885  (d/D)-' (31) 

In  the  annular  configuration,  the  optimum  tracking 
occurs  for  the  thinnest  annulus.  This  may  be  at  first 
surprising,  but  in  fact  a measurement  of  phase  around 
the  periphery  of  an  aperture  is  sufficient  to  define  the 
centroid  position,  provided  amplitude  effects  are  neg- 
ligible, and  we  have  tacitly  made  that  assumption. 

This  was  previously  pointed  out  in  Sec.  IlIA  of  Hogge 
and  Butts^.  Physically,  we  do  not  want  an  annular 
tracker  to  extend  out  and  sense  improper  turbulence 
information,  since  temporai  filtering  will  not  be  of  use 
in  rejecting  such  information.  In  practice,  the  annular 
width  will  probably  be  set  by  signal-to-noise  considera- 
tions; however,  a sufficient  amount  of  energy  should  be 
collected  in  an  annulus  of  width  0.  OSD  (corresponding  to 
d/D  = 0.0),  In  this  case,  a substantial  improvement  is 
evidenced  by  an  R of  0. 026. 

Finally,  Figs.  16-18  represent  the  interior  config- 
uration and  are  to  be  compared  with  the  on-axis  filled 
configuration.  Figs.  4,  7,  and  10.  Recall  that  the  phys- 
ical difference  between  these  configurations  is  that  in 
the  interior  configuration  the  entire  pointer  aperture 
must  be  beam  split,  even  if  the  tracker  only  observes 
a portion  of  it.  The  interior  configuration  is  thus  the 
one  which  we  might  implement;  however,  for  the  sake 
of  analysis,  we  would  prefer  to  concentrate  on  the 
filled.  The  excellent  agreement  between  the  figures  for 
d/D<0.  5 supports  our  desires.  We  may  further  con- 
clude that  we  can  fairly  accurately  estimate  the  tilt  in 
an  annulus  by  measuring  the  tilt  in  the  region  interior 
to  the  annulus,  provided  we  properly  low-pass  filter 
(or  time  average,  as  noted  previously). 

As  a final  remark,  it  is  worthwhile  to  note  that  the 
dips  in  the  error  curves  are  fairly  broad,  so  that  the 
servo  cutoff  frequency  need  not  be  set  precisely  for  the 
tracking  to  be  effective.  Furthermore,  this  indicates 
that  the  dips  are  not  a result  of  some  mathematical 
artifact  and  can  be  achieved  in  practice.  By  varying 
the  wind  profile  through  extremes,  we  further  verified 
that  the  dips  are  not  simply  isolated  mathematical 
peculiarities, 

IV.  CONCLUSION 

We  have  considered  tracking  apertures  which  share 
the  area  of  the  pointing  optics  or  which  are  placed  ad- 
jacent to  the  pointer.  The  off-axis  configuration  was 
found  to  be  ineffective  in  tracking  turbulence-  induced  tilt 
errors,  since  the  turbulence  is  not  seen  in  the  same 
manner  by  both  pointer  and  tracker  fields  of  view.  When 
the  tracker  is  placed  concentric  with  the  pointer,  in 
either  the  region  of  the  central  obscuration  or  in  an 
annulus,  the  tracking  accuracy  improves.  In  all  cases 
it  is  important  to  properly  low-pass  filter  the  signal 
fed  from  the  tracker  to  the  pointer.  Such  a capability  \ 

exists  in  the  servo  closed-loop  response.  The  setting  •. 
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of  the  cutoff  frequency  is  determined  by  the  aperture 
diameters,  wind  velocity,  and  slew  rate.  These  pa- 
rameters are  applied  to  a gallery  of  graphs  (Figs.  4- 
18),  which  are  for  varied  wind  and  slew  conditions  as 
well  as  for  the  varied  tracker/pointer  configurations. 
We  feel  these  curves  cover  the  cases  of  interest;  how- 
ever, formulas  provided  in  the  preceding  text  may  be 
used  to  calculate  error  curves  for  particular  slew 
rates,  and  wind  velocity  and  turbulence  profiles. 

•This  work  was  sponsored  by  the  High  Energy  Laser  Project 
Office.  PMS-405.  Naval  Sea  Systems  Command,  Washington, 
D.C. 
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Of  major  importance  in  modern  x-ray  astronomy  is  the 
optical  and  radio  identification  of  x-ray  sources  and  the  cor- 
relation of  x-ray  structure  with  optical  and  radio  structure  in 
extended  sources.  X-ray  imaging  telescopes  operated  on 
satellite  observatories  will  be  an  invaluable  tool  in  this  task. 
Studies  indicate  that  grazing-incidence  paraboloid-hyper- 
boloid telescopes  can  produce  high-quality  (coma-free)  images 
with  angular  resolution  approaching  1 sec  of  arc  and  high 
sensitivity  in  the  1-4-keV  energy  region.'--  In  this  Letter  we 
discuss  a simple  addition  to  these  systems  which  should 
greatly  enhance  their  utility. 

A typical  paraboloid-hyperboloid  x-ray  telescope  is  shown 
in  Pig.  1.  X radiation,  which  is  incident  axially  on  the  para- 
boloid of  revolution,  is  reflected  onto  the  hyperboloid  of  rev- 
olution and  then  reflected  again  onto  an  imaging  detector. 
Reflection  from  the  hyperboloid  corrects  for  coma,  producing 
a high-quality  image.  A diaphragm  shields  the  x-ray  detector 
from  radiation,  which  does  not  strike  the  collimating  para- 
boloid. 

If  the  paraboloid-hyperboloid  objective  is  of  sufficient 
optical  quality  to  produce  a good  x-ray  image  it  will  produce 
a good  optical  image  as  well.  Because  the  optical  system  is 
totally  reflecting  in  character,  the  x-ray  and  optical  images 
will  be  perfectly  superimposed  with  identical  scale  factors  and 
aberrations,  though  the  resolutions  of  the  two  images  will 
undoubtedly  be  different.  Thin  plastic  film  can  reflect  a 
significant  fraction  (8-10%)  of  visible  light  without  drastically 
attenuating  the  x radiation  passing  through  it.  Thin  beryl- 
lium foils  will  reflect  substantially  more  optical  radiation, 
although  with  somewhat  higher  x-ray  attenuation.  If  such 
a film  or  foil  is  placed  before  the  focus  of  the  objective,  a sep- 
arate optical  image  will  be  formed  from  the  reflected  radiation. 
If  the  plastic  film  is  flat,  the  new  optical  image  will  also  have 
the  same  scale  factorsand  aberrations  as  the  x-ray  image.  By 
placing  an  optical  imaging  detector  at  the  plane  of  this  optical 
image,  an  astronomical  object  can  be  simultaneously  imaged 
and  detected  in  both  x rays  and  visible  light.  Problems  as- 
sociated with  correlating  x-ray  information  with  star  charts 
and  atlas  photographs  taken  on  different  scales  at  different 
instruments  can  thus  be  eliminated. 

Assuming  the  x-ray  and  optical  detectors  have  equal 
quantum  efficiencies,  the  optical  detection  limit  of  a simul- 
taneous optical  and  x-ray  imaging  telescope  can  be  estimated. 
Consider  a telescope  with  a 1000-cm^  collecting  area  and  an 
x-ray  sensitivity  (1-4  keV)  of  10"^  photons-cm"*-sec“'  for  a 
l(l*-sec  integration  time.  Including  the  reflection  losses  from 
the  plastic  film,  the  optical  sensitivity  should  be  within  a 
factor  of  five  (<2  mag)  of  the  x-ray  value.  An  optical  sensi- 
tivity of  10~*  photon8-cm”*-sec~'  corresponds  to  a detection 
limit  of  magnitude  22.  As  this  is  comparable  with  the  pho- 
tographic detection  limit  of  a large  ground-based  telescope, 
it  should  be  sufficient  to  permit  optical  identification  of  almost 
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Pig.  I.  Schematic  of  a paraboloid-hyperboloid  telescope  capable 
of  simultaneous  x-ray  and  optical  imaging  and  detection.  Solid  rays 
depict  the  paths  followed  by  x radiation;  dotted  rays  depict  the  paths 
followed  by  optical  radiation. 


any  x-ray  source. 

Many  new  x-ray  telescopes  employ  nested  reflecting  ele- 
ments to  increase  the  collecting  area  while  maintaining  a fixed 
over-all  size.  This  will  reduce  the  size  of  the  obscured  region 
behind  the  diaphragm.  If  the  remaining  space  is  too  small  to 
accommodate  the  optical  detector,  the  plastic  film  can  be 
oriented  at  45°  to  the  telescope  axis  with  the  optical  detector 
placed  off  to  the  side  of  the  telescope.  The  scale  factors  will 
remain  unchanged  by  this  modification. 

Compared  with  the  conventional  approach  of  using  optical 
and  x-ray  detectors,  which  can  be  alternately  rotated  into  the 
image  plane  of  the  telescope,  the  proposed  simultaneous  de- 
tection system  offers  both  advantages  and  disadvantages. 
Possible  disadvantages  are  somewhat  reduced  x-ray  and  op- 
tical sensitivities.  Despite  the  <50%  duty  cycle  inherent  in 
the  conventional  approach,  losses  in  x-ray  transmissions  and 
optical  reflection  from  the  plastic  film  may  cause  an  even 
larger  reduction  in  the  sensitivities  for  the  simultaneous 
imaging  approach.  Fortunately,  the  reduction  relative  to  the 
conventional  approach  should  not  exceed  a factor  of  five  in 
the  worst  case.  One  of  the  advantages  of  the  simultaneous 
imaging  approach  is  the  ability  to  eliminate  the  mechanism 
for  alternating  the  detectors  (which  necessarily  entails  using 
moving  parts).  In  addition,  for  the  study  of  x-ray  sources  of 
a variable  or  transient  nature,  the  simultaneous  imaging  ap- 
proach is  clearly  superior. 

In  conclusion,  a simple  modification  to  the  design  of  x-ray 
imaging  telescopes  will  allow  for  simultaneous  optical  imaging 
as  well.  This  modification  is  expected  to  have  minimal  del- 
eterious effects  on  telescope  performance  and  should  be  of 
tremendous  benefit  to  x-ray  astronomy. 


The  work  was  sponsored  by  the  Department  of  the  Air 
Force. 

Refmrencet 

1.  I.  L.  Beigman,  L.  A.  Vainshtein.  Yu.  P.  Voinov,  and  V.  P.  Shevelko 
in  Radio.  Submillimeter,  and  X-Ray  Telescopes,  Trudy  Vol.  77, 
N.  G.  Basov,  Ed.  (Consultants  Bureau,  New  York,  1976). 

2.  R.  Giacconi,  W.  P.  Reidy,  G.  S.  Vaiana,  L.  P.  Van  Speybroeck,  and 
T.  F.  Zehnpfennig,  Space  Sci.  Rev.  9, 3 (1969). 


August  1977  / Vol.  16.  No.  8 / APPLCD  OPTICS  2039 


mcxDiNO  PAom  BiAttMtor  riutm 


Physica  9IA  (1978)  4fi9-479  (g)  Sorlh  Hi  lland  Piihlishinn  Co. 


PROPAGATION  OF  ULTRASHORT  LIGHT  PULSES 
IN  A RESONANT  MEDIUM* 

RC  HARNEY 

Massacliusetls  Institute  of  Teehnolony.  Lincoln  l.ahoratory.  P.O.  Box  73 
l.exinuton,  Massachusetts  02173.  USA 


Received  17  May  1977 
Received  in  final  form  20  September  1977 


Mishkin's  analytical  treatment  of  ultrashort  light  pulse  propagation  in  a resonant  two-level 
medium  is  extended  to  discuss  quantitatively  the  behavior  of  the  pulse  area,  pulse  energy,  pulse 
shape,  and  initial  population  inversion  density.  The  relationship  of  these  properties  to  physically 
measurable  parameters  indicates  that  the  nd  u and  sd  u solutions  are  experimentally  indis- 
tinguishable from  the  dn  u and  cn  u solutions,  respectively.  The  initial  population  inversion 
densities  required  for  the  dn  u and  nd  u solutions  to  be  stable  are  less  than  - 1 for  values  k < I and 
therefore  not  physically  realizable.  We  conclude  that  cn  u is  the  only  physically  significant 
solution  to  the  Maxwell-Schroedinger  equations. 


1.  Introduction 

In  an  earlier  paper  in  this  journal'),  Mishkin  presented  an  analytical 
investigation  of  the  propagation  of  ultrashort  light  pulses  through  a resonant 
two-level  medium.  Such  propagation  is  governed  by  the  coupled  Maxwell- 


Scfiroedinger  equations. 

de/dl  = a{S)s^. 

(1.1) 

dClat  = -4<oS. 

(1.2) 

dSIdt  = AtaC  + €T}, 

(1.3) 

dilldt  = — Se. 

(1.4) 

whcre  « is  the  envelope  of  the  incident  electric  field.  C and  S are  the  in-phase 
and  out-of-phase  components  of  the  macroscopic  polarization  induced  in  the 
medium,  rj  is  the  population  inversion  density,  dtu  is  the  difference  between 
the  resonant  frequency  of  the  medium  w and  the  frequency  of  the  electric 
field  Wo-  The  resonant  medium  is  described  by  a symmetric  inhomogeneously- 

•This  work  was  sponsored  by  the  Department  of  the  Air  Force. 
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broadened  lineshape  function  f!(Aa>)  and  an  inverse  Beers  length  a given  by 

a = lirnoiaop'ih.  (1.5) 

where  no  is  the  number  density  of  active  atoms  and  p is  the  dipole  matrix 
element  of  the  resonant  transition. 

Mishkin  found  that  the  steady-state  solutions  to  eqs.  (I.I)-(I.4)  have  the 
form 


e = <oe(u). 

(1.6) 

C = TAa}A{Aa>)e(u). 

(1.7) 

S = -A(4a))  de{u)ldt. 

(1.8) 

V = i7o+ 2eoTA(4a>)e’(tt), 

(1.9) 

where  u = (l  - zIV)It  is  the  retarded  time  measured  in  units  of  a charac- 
teristic time  T,  A{A<o)  is  a frequency  response  function,  tjo  is  the  population 
inversion  density  that  would  exist  in  the  absence  of  the  applied  electric  field, 
and  the  e{u)  are  the  Jacobi  elliptic  functions’):  cn  u.  dn  u.  sd  u.  and  nd  u.  Table 
I summarized  the  properties  of  these  solutions  as  obtained  by  Mishkin')  and 
from  derivations  to  follow  in  this  paper. 

There  has  been  significant  (though  unpublished)  controversy  concerning  the 
validity  of  these  results’).  Some  people  contend  that  since  the  nd  u and  sd  u 
solutions  can  be  obtained  by  transforming  the  arguments  of  the  cn  u and  dn  u 
solutions, 

sd  tt  = ( I - k’)'"’ cn(M  - /C)  (1.10) 

and 

ndu  = (l-k')''’dn(M-K),  (1.11) 

there  are  only  two  physically  significant  solutions.  K is  the  complete  elliptic 
integral  of  the  first  kind  with  modulus  k.  Mishkin  argues  that  such  a trans- 
formation is  equivalent  to  an  alteration  of  the  physical  situation,  and 
consequently,  there  are  two  different  classes  of  significant  solutions.  The 
purpose  of  the  present  work  is  to  extend  and  analyze  Mishkin's  work  and  use 
the  new  results  to  determine  which  of  the  Jacobi  elliptic  function  solutions 
have  physical  significance. 

The  pulse  energy,  pulse  area,  pulse  shape,  and  initial  population  inversion 
density  are  discussed  with  special  attention  to  their  dependence  on  physically 
measurable  quantities.  It  is  found  that  the  properties  of  the  nd  u and  sd  u 
solutions  have  identical  dependences  on  physically  measurable  quantities  as 
the  properties  of  the  dn  u and  cn  u solutions,  respectively.  Furthermore,  the 
initial  population  inversion  density  required  for  the  dn  u and  nd  u solutions  to 
be  stable  is  not  physically  realizable  (being  less  than  -1  for  values  of  k < 1). 
On  the  basis  of  these  results  we  conclude  that  cn  u is  the  only  physically 
significant  solution  for  k < I with  sech  u being  the  only  significant  solution  in 
the  limit  k = 1. 
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2.  Pulse  energy 

The  energy  per  period,  W,  of  the  Jacobi  elliptic  solutions  can  be  determined 


from  integrals  of  the  form 

T Tlr 

W = j eHu)  dl  = eoT  j e‘(u)du.  (2.1) 

0 0 

The  results  of  these  integrations  are  given  in  terms  of  the  elliptic  integrals  of 
the  first  and  second  kind,  K(k)  and  E(*.),  respectively: 

W(dnu)  = 4foE(k).  (2.2) 

W(cn  tt)  = 8f„k  ‘lE(k)-(l-  k-)K(k)l  (2.3) 

^(nd  M)  = 4eol  I -*■’]  ''-£(* ).  (2.4) 

W(sdu)  = 8folk-(]-k'}]  "■lE(k}-(l-k-}K(k)l  (2.5) 


The  explicit  behavior  of  eqs.  (2.2)-(2.5)  as  a function  of  k^  is  shown  in  fig. 
I.  That  the  sd  u and  nd  « solutions  tend  to  infinite  energy  per  period  in  the 


Fig.  I.  Behavior  of  the  energy  per  period  as  a function  of  the  modulus  k squared  for  the  four 
Jacobi  elliptic  function  solutions  to  the  Maxwell-Schroedinger  equations. 
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asymptotic  limit  (A->  I)  is  used  as  an  argument  against  the  validity  of  these 
solutions.  However,  since  the  asymptotic  limit  is  itself  not  physically  realiz- 
able (see  section  5)  and  the  pulse  energy  per  period  remains  finite  for  all  I, 
arguments  of  this  type  are  not  conclusive  grounds  for  rejection  of  the  nd  u 
and  sd  u solutions. 


3.  Pulse  area 

The  area  6 contained  in  any  fraction  of  a period  of  a Jacobi  elliptic  function 
is  gi\en  by 


Su  = <0  J e(M)df  = €(iT  J e(M)du.  (3.U 

0 0 

The  results  of  eq.  (3.1)  for  Mishkin's  four  solutions  are 

tf„(dn  m)  = 2 sin'Vsn  tt),  (3.2) 

tf„(cn  u)  = 2 cos  '(dn  M).  (3.3) 

#„(ndu)  = 2cos  '(edit).  (3.4) 

0„(sd  II)  = 2 sin  '(-k  cd  u).  (3.5) 


The  total  areas  per  period  are  found  to  be  either  Q-rr  or  27r  as  Mishkin 
determined.  From  eqs.  (3.2)-(3.5)  we  find  that  the  areas  per  positive  half- 
period are  it  for  the  nd  u and  dn  ii  solutions  and  4 sin  ' k for  the  cn  u and  sd  u 
solutions. 


4.  Experimental  comparisons  of  the  cn  u,  sd  u,  dn  u,  and  nd  u solutions 

The  solutions  cn  ii  and  dn  ii  are  related  to  the  solutions  sd  ii  and  nd  u by  a 
transformation  of  the  argument  [eqs.  ( 1 . 10)  and  ( 1 . 1 1 )).  However,  this  is  not  in 
itself  a valid  argument  againse  the  existence  of  these  solutions  as  physically 
different  entities.  If  the  sd  ii  and  nd  ii  solutions  can  be  experimentally 
distinguished  from  the  cn  u and  dn  u solutions,  then  all  four  are  physically 
significant. 

The  question  immediately  arises  as  to  which  of  the  quantities  defined  in  the 
preceding  work  are  in  principle  experimentally  measurable.  The  period  of 
oscillation  T may  be  readily  obtained  from  a time-resolved  intensity 
measurement.  However,  as  is  evident  from  table  I.  the  cn  u and  sd  u solutions 
have  identical  dependences  on  r and  k.  as  do  the  dn  u and  nd  u solutions. 
Consequently,  measurement  of  the  period  cannot  distinguish  between  cn  u 
and  sd  u or  dn  u and  nd  u.  although  it  can  be  used  to  determine  between  cn  u 
and  dn  u (if  t and  k are  known).  The  pulse  velocity  V is  also  in  principle  a 
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measurable  quantity.  However,  it  too  cannot  be  used  to  distinguish  between 
the  cn  u and  sd  u solutions  or  the  dn  u and  nd  u solutions. 

The  initial  population  inversion  density  T)o(doi)  can  be  determined  by 
measuring  the  gain  or  attenuation  of  a weak,  frequency-tunable  probe  beam. 

This  quantity  cannot  be  used  to  distinguish  between  the  solutions  (except 
between  cn  u and  dn  u)  for  the  same  reasons  as  before.  However,  it  can  be 
used  to  obtain  the  modulus  k.  Coupling  the  value  of  k with  a measurement  of 
the  period  T yields  a value  for  the  characteristic  time  r.  From  the  values  of  r 
and  k a different  value  of  cu  is  calculated  for  each  solution.  Consequently,  if 
Co  can  be  experimentally  measured  and  compared  with  the  predicted  values, 
the  different  solutions  can  be  distinguished. 

The  absolute  value  of  the  electric  field  envelope  as  a function  of  time  can 
be  determined  from  intensity  measurements.  However,  to  determine  Co  from  a 
measurement  of  e(f),  both  the  transformation  of  «(/)  to  «(«)  and  where  to 
place  M = 0 must  be  known  (a  displacement  in  u such  that  u -*  u + K{k)  is  the 
essence  of  the  transformations  between  the  members  of  each  pair  of  solu- 
tions). The  transformation  of  «(/)  to  t{u  + <f>)  where  is  a phase  factor  is 
readily  performed  given  a knowledge  of  the  characteristic  time  t.  The  phase  <l> 

on  the  other  hand  cannot  be  determined  from  any  measurement.  A precise  { 

determination  of  <t>  would  correspond  to  a knowledge  of  one's  absolute  ! 

position  in  space-time  as  the  assumptions  of  a steady-state  solution  require  j 

that  the  pulse  train  has  propagated  through  an  infinite  distance  of  absorber  for 

an  infinite  length  of  time.  The  net  result  is  that  «o  cannot  be  measured.  The 

maximum  value  of  the  electric  field  envelope,  denoted  can  be  readily 

obtained  from  «(t).  Using  the  definitions  of  the  elliptic  solutions’)  and  eqs. 

( 1 .10)  and  ( 1. 1 1 ) we  find  that  if  ' 


«m»dcn  «)  = «m.ddn  /<)  = 

(4.1) 

then 

«m„(sd  M)  = «mjx(nd  u)=  «„/(  1 - k-y'-. 

(4.2) 

Substituting  this  result  into  the  expressions  for  e„T  from  table  1 

we  obtain 

«maxT(sd  M or  cn  m)  = 2k. 

(4.3) 

tmaxTl  nd  u or  dn  « ) = 2. 

(4.4) 

Consequently,  measurements  of  the  electric  field  envelope  cannot  distinguish 
between  cn  u and  sd  u or  between  dn  u and  nd  u.  The  ambiguity  in  Co  also 
means  that  measurements  of  the  pulse  energy  per  period  cannot  be  used  to 
distinguish  between  the  solutions. 

Similar  problems  with  the  arbitrariness  of  <l>  plague  attempts  to  distinguish 
between  the  solutions  by  measuring  the  population  inversion  density  as  a 
function  of  reduced  time  or  by  determining  the  area  as  a function  of  the 
interval  between  h = 0 and  u = u'  lu'  arbitrary).  In  both  cases  if  « + ^ is 
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chosen  to  be  zero  when  e - the  appropriate  expressions  turn  out  to  be 
identical  for  cn  u and  sd  u and  for  dn  u and  nd  u. 

In  summary,  no  experiment  or  set  of  experiments  can  be  formulated  which 
can  distinguish  between  the  cn  u and  sd  u solutions  or  between  the  dn  u and 
nd  u solutions,  while  the  cn  u and  dn  u solutions  are  easily  distinguished. 
Consequently.  Mishkin's  sd  u and  nd  u solutions  have  no  new  physical 
significance  as  they  are  indistinguishable  from  the  cn  u and  dn  u solutions. 


5.  Pulse  shape;  comparison  of  cn  u,  dn  u.  and  sech  u 

The  only  stable  Imr  (n  >0)  pulse  shapes  observed  in  propagation  experi- 
ments and  computer  simulations  resemble  hyperbolic  secants  or  super- 
positions of  hyperbolic  secants.  As  a result  some  people  have  suggested  that 
only  the  sech  u solution  is  physically  realizable’).  However,  the  computer 
simulations  have  been  performed  for  tjo  = - 1 (corresponding  to  the  asymp- 
totic limit,  k = I ).  Since  both  cn  u and  dn  u reduce  to  sech  u in  the  asymptotic 
limit,  only  sech  u solutions  are  expected.  The  experiments  obviously  could  not 
have  Tjo  = ~ I since  the  temperature  was  above  absolute  zero.  In  fig.  2 the 
functions  cn(M  | A = 0.999),  dn(u  | k = 0.999),  and  sech  m are  compared.  At 
A(ij  = 0.  simple  calculations  (see  section  6)  indicate  that  k = 0.999  corresponds  to 
the  T}o(0)  that  would  exist  in  thermal  equilibrium  at  3860  K if  fktoo  = 2 eV  (visible 
light).  The  differences  between  the  three  solutions  shown  in  the  figure  are  so 
small  except  in  the  low-intensity  region  near  the  minimum  (inflection  point)  of 
the  dn  u (cnu)  solution  that  it  would  be  exceedingly  difficult  to  distinguish 
experimentally  between  a sech  u pulse  and  a cn  « or  dn  m solution  truncated  by 
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the  lack  of  sufficient  energy  to  form  a periodic  pulse  train.  At  room  temperature, 
the  effective  value  of  <c  is  1 - (9  x lO’’*)  for  hcoo  = 2 eV.  Here  the  differences  in 
intensity  between  the  three  solutions  could  not  be  detected  by  any  means. 
Consequently,  these  “experimental"  arguments  against  the  Jacobi  elliptic 
function  solutions  have  no  substantial  basis. 


6.  Initial  population  inversion  density 

In  the  preceding  sections  it  was  shown  that  cn  u and  dn  u (or  equivalently 
sd  u and  nd  u)  are  the  only  experimentally  distinguishable  solutions  to  the 
Maxwell-Schroedinger  equations.  It  is  of  equal  importance  to  determine  if 
both  of  these  solutions  are  physically  realizable.  The  answer  can  be  obtained 
by  considering  the  initial  population  inversion  density,  i)o.  In  figs.  3 and  4,  ijo 
is  plotted  as  a function  of  for  several  values  of  the  modulus  k for  both 
the  cn  M (and  sdu)  and  dn  u (and  nd  u)  solutions.  The  initial  population 
inversion  density  required  by  the  cn  u solutions  remains  between  the  limits  of 
+ I and  -I  for  all  values  of  k and  as  it  must  to  be  physically  viable. 
However,  the  initial  population  inversion  density  for  the  dn  u solution  is  less 


0 05  to  15  2.0 

tOw 


Fig.  3.  The  initial  population  inversion  density  es  a function  of  rdw  for  the  cn  u and  sd  u 
solutions.  The  curves  correspond  to  values  of  k > 1.0,  0.707, 0.5, 0.316,  and  0. 
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Fi([  4 The  initial  population  inversion  density  t)„  as  a function  of  rdw  for  the  dn  u and  nd  u 
solutions  The  curves  correspond  to  values  of  k = 1.0.  0.707.  0..S.  and  0. 


than  -I  for  all  values  of  A<t>  and  k (except  k=  I).  Thus,  the  dn  u solution 
requires  an  initial  population  inversion  density  which  cannot  be  produced  by 
any  physical  means  except  in  the  asymptotic  limit  (A  = 1)  which  is  itself  not 
physically  attainable.  Consequently,  we  must  conclude  that  cn  u is  the  only 
physically  significant  solution  to  the  Maxwell-Schroedinger  equations. 

Further  insight  into  the  behavior  of  the  cn  u solution  can  be  obtained  by 
studying  the  frequency  dependence  of  tjo  in  the  regime  where  k—l.  Let 
A‘  = 1-5  with  5 being  a small  number.  Substituting  this  value  into  the 
expression  for  rjofcn  u)  yields 


_ — ( I + (t^o)  )^j  + 25 

[((1  +(Tj<u)V-45(T4ar)'l''^' 


(b.l) 


Appropriate  expansion  of  the  denominator  yields 


25 

(1  +(T4aj)V 

(6.2) 

It  2(1 -A^) 

(l+(T4i)V 

(6.3) 
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where  we  have  neglected  terms  in  S'  or  larger.  On  resonance  we  find 

T|o'*‘ I - 2A’«  e (6.4) 

Eq.  (6.4)  was  utilized  in  the  determination  of  A in  section  .t. 

The  frequency  dependence  of  eq.  (6..^)  bears  a similarity  to  the  lineshape 
governing  the  energy  stored  in  a forced,  damped  harmonic  oscillator.  Since 
the  harmonic  oscillator  is  a small  displacement  approximation  to  the  pendu- 
lum oscillator  (of  which  the  coherently-driven  two-level  system  is  a good 
example)  this  is  not  surprising.  It  is  not  a lineshape  which  is  encountered  in 
equilibrium  atomic  systems.  However,  it  could  be  produced  by  an  ap- 
propriately frequency-tailored  optical  pump.  In  a similar  A ~ I expansion  for 
the  frequency  response  function  /4(Jat)  of  the  cn  u solution  we  find 


A(  J(i>)  * 


•> 

I + (tJw  )■ 


(6..S) 


which  is  the  familiar  l.orentzian  lineshape  function. 


7.  Conclusions 

In  this  work  we  analyzed  the  behavior  of  the  four  real  Jacobi  elliptic 
function  solutions  to  the  Maxwell-Schroedinger  equations.  Determination  of 
the  experimentally  measurable  quantities  for  each  solution  indicates  that  the 
sd  u solution  cannot  be  distinguished  experimentally  from  the  cn  ;/  solution 
and  that  the  nd  u solution  cannot  be  distinguished  experimentally  from  the 
dn  u solution.  In  addition,  it  was  discovered  that  the  dn  ii  solution  requires  an 
initial  population  inversion  density  which  cannot  be  physically  realized. 
Therefore  we  conclude  that  cn  u is  the  only  physicaily  significant  steady-state 
solution  to  the  Maxwell-Schroedinger  equations. 
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The  output  beams  from  transverse -flow  lasers  using  un- 
stable resonators  are  usually  severely  aberrated  due  to  re- 
fractive-index inhomogeneities  in  the  gain  medium.  The 
resulting  phase  distortions  in  the  output  beam  may  he  sig- 
nificantly reduced  by  using  an  externally  placed  adaptive 
mirror  system.'  However,  the  intensity  inhomogeneities  in 
the  output  beam  caused  by  the  intracavity  phase  distortions 
will  remain.  Intuitively,  a more  uniform  intensity  distribution 
will  result  if  the  phase  profile  is  kept  uniform  throughout  the 
laser  cavity  than  if  the  phase  profile  is  allowed  to  vary  ran- 
domly. Consequently,  it  is  suggested  that  the  phase  distor- 
tions and  the  intensity  inhomogeneities  may  be  simulta- 
neously minimized  by  placing  the  adaptive  mirror  inside  the 
la.ser  resonator.  In  this  Letter  we  examine  some  advantages 
and  disadvantages  of  four  candidate  techniques  for  active 
resonator  phase  control.  No  discussion  is  given  of  the  spatial 
and  temporal  bandwidths  required  for  effective  correction  of 
typical  phase  aberrations  encountered  in  real  systems.  Pre- 
liminary work  on  this  aspect  of  the  problem  is  described  in 
Ref.  2.  All  four  techniques  will  he  assumed  to  possess  un- 
limited bandwidth,  and  all  will  l>e  discussed  in  the  context  of 
ring  resonators  with  folded  gain  media  (Fig  I),  although  the 
discussions  may  be  generalized  to  apply  to  almost  any  reso- 
nator gain  medium  configuration. 

Before  proceeding  todescril)e  the  different  techniques  for 
resonator  control  let  us  discuss  the  placement  of  the  de- 
formable mirror.  In  principle,  the  deformable  mirror  may  Ire 
bleated  anywhere  inside  the  cavit>  However,  it  is  probably 
superior  to  place  it  between  the  twi,  gain  regions  (or,  if  one  is 
considering  a conventional  resonator-single  gain  region  sys- 
tem, on  the  opposite  side  of  the  gain  region  from  the  scraper 
mirror).  This  choice  is  based  on  the  hypothesis  that  a more 
uniform  intensity  profile  will  result  if  the  maximum  excursion 
from  zero  of  the  rms  optical  phase  distortion  (OPD)  is  kept 
as  small  as  possible.  This  hypothesis  is  based  on  the  fact  that 
the  degradation  of  an  intensity  profile  is  a nonlinear  function 
of  the  OPn.  The  rms  OPD  as  a function  of  distance  along  the 
cavity  axis  is  illustrated  in  Fig.  2 for  two  different  choices  of 
mirror  position.  In  case  A the  deformable  mirror  is  placed 
just  before  the  scraper  mirror.  After  propagating  through  the 
gain  regions,  an  initially  flat  wavefront  acquires  an  OPD  of 
amplitude  2 (arbitrary  units).  Placing  the  phase  conjugate 
of  this  alierrated  wavefront  on  the  deformable  mirror  results 
in  a flat  wavefront  immediately  upon  reflection.  In  case  B 
the  deformable  mirror  is  placed  between  the  two  gain  regions. 
After  propagating  through  the  first  gain  region,  an  initially 
flat  wavefront  acquires  an  OPD  of  unit  amplitude.  Twice  the 
phase  conjugate  of  the  aberrated  wavefront  applied  to  the 
deformable  mirror  will  upon  reflection  yield  a phase  conjugate 
aberrated  wavefront.  Assuming  the  rms  OPD  resulting  from 
each  gain  region  is  identical  (a  valid  assumption  for  most 
large-scale  aberrations,  the  aberrations  least  affected  by 
bandwidth  limitations,  in  such  folded  systems),  the  phase 
conjugate  wavefront  will  yield  a flat  wavefront  after  propa- 
gation through  the  second  gain  region.  Since  the  maximum 
rms  OPD  for  case  B is  half  that  for  case  A,  case  B should  result 
in  superior  intensity  profile  correction. 

The  first  active  resf)nator  control  scheme  to  be  discussed 


Fig.  1.  Schematic  of  an  active  resonator  employing  the  intensity- 
maximizing  multidither  technique. 


Fig.  2.  The  rms  OPD  as  a function  of  distance  along  the  optical  axis 
for  two  active  resonator  configurations.  In  case  A the  deformable 
mirror  is  located  just  before  the  scraper  mirror.  In  case  B the  de- 
formable mirror  is  located  between  the  two  gain  regions.  In  both 
cases  the  scraper  mirror  is  located  at  0,  L,  2L,  etc. 


may  be  described  as  an  intensity-maximizing  multidither 
(IMMD)  technique  and  is  illustrated  in  Fig.  1.  The  actuators 
of  the  deformable  mirror  are  oscillated  (dithered)  either  in  a 
zonal  fashion  with  a different  dither  frequency  for  each  ac- 
tuator or  in  a modal  fashion  with  a different  dither  frequency 
for  each  mode  or  preset  pattern  of  actuator  deformations. 
The  choice  of  zonal  or  modal  operation  is  determined  by 
bandwidth  considerations.  Dithering  will  result  either  in  a 
true  oscillation  of  total  output  power  at  each  dither  frequency 
or  in  an  oscillating  phase  aberration  (which  will  result  in  an 
oscillating  on-axis  intensity  in  a focused  beam)  at  each  dither 
frequency  or  both.  If  a small  fraction  of  the  output  intensity 
is  sampled  by  a grating  and  focused  onto  a pinhole  placed  in 
front  of  a photodetector,  the  time-dependent  detector  signal 
will  contain  components  at  each  dither  frequency.  The  in- 
tensity in  each  frequency  component  can  be  nulled  by  ad- 
justing the  dc  offset  of  the  appropriate  actuator  (or  actuator 
mode).  This  process  maximizes  the  fiKused  intensity,  which 
frequently  implies  the  most  uniform  phase  and  intensity 
profile  (which  can  be  obtained  from  the  deformable  mirror 
treing  used)  has  been  achieved. 

The  second  scheme  may  be  described  as  a phase-unifor- 
mizing  multidither  (PUMD)  technique  and  is  illustrated  in 
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Fig.  3.  Schematic  of  an  active  resonator  employing  the  phase  uni- 
forn.izing  multidither  technique  In  the  intensity  uniforinizing 
multidither  technique  the  phase  sensor  is  replaced  by  an  intensity 
profile  sensor 


Fig.  3.  As  in  the  first  technique  the  actuators  of  the  deform- 
able mirror  are  dithered  either  modally  or  zonally,  but  in 
contrast  to  IMMD,  in  the  PUMU  technique  the  phase  prohle 
of  the  output  beam  is  measured.  This  may  be  accomplished 
by  a shearing  interferometer®  or  similar  device.  Appropriate 
processing  of  the  phase  sensor  data  yields  signals  proportional 
to  the  rms  OP[)  component  at  each  dither  frequency.  By 
varying  the  dc  offset  of  each  dithered  element,  the  rms  OPD 
signals  can  be  minimized,  thus  producing  a uniform  output 
phase.  A modification  of  the  PUMD  technique  detects  the 
output  intensity  profile  (e.g.,  with  a detector  array).  Pro- 
cessing of  these  data  can  yield  signals  proportional  to  an  rms 
intensity  nonuniformity  component  at  each  dither  frequericy. 
It  should  then  be  possible  to  process  these  signals  with  an 
appropriate  algorithm  to  yield  a uniform  output  intensity. 
Such  an  intensity-uniformizing  mukidither  (lUMD)  system 
could  also  be  used  to  generate  particular  nonuniform  intensity 
profiles  while  a PUMD  system  could  generate  particular  phase 
profiles.  These  abilities  might  be  useful  in  some  applica- 
tions. 

The  fourth  technique  is  best  described  as  phase  conjugate 
(PC)  active  resonator  control  and  is  illustrated  in  Fig.  4.  In 
the  PC  technique,  the  phase  of  the  radiation  in  the  propaga- 
tion region  between  the  two  gain  regions,  but  before  reflection 
from  the  deformable  mirror,  is  measured  by  a phase  sensor. 
Appropriate  processing  electronics  generate  twice  the  phase 
conjugate  of  the  aberrated  wavefront  on  the  deformable 
mirror.  After  reflection  the  wavefront  is  the  phase  conjugate 
of  the  initial  aberrated  wavefront.  Continued  propagation 


Fig.  4.  Schematic  of  an  active  resonator  employing  the  phase  con- 
jugate technique. 
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through  the  second  gain  region  then  results  in  a Hal  wavefront 
at  the  scraper  mirror. 


Kach  of  these  techniques  has  advantages  and  disadvantages. 
IMMl)  maximizes  the  focusable  intensity  in  the  output. 
Usually  this  maximized  intensity  results  from  a uniform  phase 
and  intensity  profile.  However,  in  a laser  oscillator  a distorted 
phase  may  lead  to  more  effective  utilization  of  the  gain  me- 
dium with  a resulting  increase  in  output  power  and  a possible 
increase  in  focusable  intensity.  Thus  IMMD  may  not  always 
result  in  a uniform  output  phase.  PUMD,  on  the  other  hand, 
produces  a uniform  phase  but  may  not  utilize  the  gain  medium 
effectively.  Thus  it  may  not  maximize  the  focusable  intensity. 
Similar  statements  apply  to  the  PC  technique.  lUMO  pro- 
duces a uniform  intensity  profile  but  does  nut  necessarily 
produce  either  a uniform  phase  or  the  maximum  focusable 
intensity.  It  may,  of  course,  be  possible  to  correct  any  re- 
maining lUMD  phase  distortion  with  an  extracavity  de- 
formable mirror.  Since  the  different  techniques  do  not  nec- 
essarily yield  the  same  output  beam  characteristics,  the  choice 
of  technique  depends  to  some  extent  on  the  properties  re- 
quired of  the  output  beam.  If  uniform  phase  output  is  of 
utmost  importance,  PUMD  or  PC  is  the  a priori  choice  (if 
little  is  known  about  the  gain  medium  with  which  the  active 
resonator  is  to  be  used);  if  maximum  focused  intensity  is  im- 
portant, IMMD  is  the  a priori  choice;  if  a uniform  intensity 
profile  is  important,  lUMD  is  the  a priori  choice.  The  a priori 
choice,  of  course,  may  not  be  the  optimum  technique  when 
bandwidth  limitations,  the  detailed  aberration  qualities  of  the 
gain  medium,  and  other  systems  considerations  are  fully  an- 
alyzed. 


PC  has  the  disadvantages  that  it  is  a predictor-corrector 
technique.  Thus,  if  the  two  gain  media  are  not  identical  or 
if  there  are  aberrations  in  the  beam  expander  portion  of  the 
resonator,  the  PC  technique  will  not  function  perfectly. 
PUMD  is  a closed-loop  system  and  does  not  suffer  from  this 
drawback  of  PC.  However,  the  processing  electronics  are 
exceedingly  complex  (possibly  involving  a large  on-line  com- 
puter) and  could  be  too  costly  to  implement  effectively.  The 
same  is  true  of  lUMD.  IMMD  is  the  simplest  and  least  ex- 
pensive technique,  but  as  mentioned  earlier  it  may  not  provide 
the  desired  output  beam  characteristics. 


In  conclusion  we  have  described  four  conceptually  different 
techniques  fur  active  resonator  control.  No  one  technique 
is  free  from  disadvantages,  yet  all  are  viable  and  have  some 
desirable  characteristics.  The  proper  choice  of  technique 
depends  on  the  constraints  placed  upon  the  total  system,  the 
specific  gain  medium  employed,  and  the  desired  output  beam 
characteristics.  Consequently,  a detailed  investigation  (in- 
cluding consideration  of  practical  bandwidth  constraints)  is 
warranted  for  each  new  laser  system  where  active  resonator 
control  is  proposed. 
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AKSTR/V'I 

\ inia^in^  rnJar  is  hcinjj  JcvoIojxmI  as  a candidate  all- 

weather  (or  tactical  air-to-^nsmd  aircraft.  A testbed  laser 

radar  has  been  coi»stnktc\l  to  evahute  the  relevant  system  parameters. 
The  basic  optical  elcsnx’nts  of  t!>c  system  arc  a hi>jh-l'Rf  passively  Q- 
swi tchcil  iX),  laser,  .1  two  dimensional  scanner,  n 1 OX- refract ivc  tele- 
sc(»pt'.  anti  .1  Middle  reverse  bjased  photiHliode  hetcrodvTic  detector. 

Ihe  raster  scan  has  IJS  x IJ8  resolution  elements  and  dual  memory  si.e- 
nal  pmccssinji  pitn  ules  a real  time  display  of  the  scene.  Dlijects  of 
tactical  interest  have  Ivcn  invited  ajiainst  terrain  at  ran>;es  out  to 
A km.  l-rame  averajiin^  and  k'>**amplification  were  fovmd  to  Ixc  effective 
in  sh;i|K»  definition.  Invi^jes  have  been  obtainctl  in  haze,  light  fog 
and  hea’.T  rain.  Ihe  images  obtained  to  date  give  only  a qualitative 
indication  of  the  system  perfomamc;  quantitative  assessment  will  be 
pcrformcvi  with  the  addition  of  a digital  tape  recording  and  processing 
system. 


1.  INTROIXIG  ION 

A radiir  operating  at  a wavelength  of  10. bum  combines  several  important  features  which  make  it 
.in  attractive  candidate  as  ;m  all-weather  gunsight  for  tactical  air-to-ground  aircraft.  Tlie.sc  in- 
clude .1  beam  spread  narrow  enough  for  target  resolution  aivl  imaging^  *** , Itoppler  shifts  large  enough 
X 4 >5 

tor  Nfri  processing  * , the  ability  lo  ntcasurc  range*"  , and  a modest  degree  of  weather  penetra- 
2 4 

tion  * . Furthermore,  (.0,  la.scrs  and  coherent  detection  techniques  combine  to  give  a highly 
efficient  system.  l>iring  the  past  few  years  several  different  types  of  10.6;im  radars  have  been 


*^rhis  work  was  spoasored  by  the  Department  of  the  Air  Force  under  Contract  F19b28-76-C-0002. 
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Correlation  Detection"  (U) , lEEI.  J.  Quantm:  Electron  (Corresp.)  308*311  (1975). 
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con-structeil  anj  applied  to  variotis  problems,  such  as  wire  detection  , surveillance  ’ , and  ground 
mapping  . 

We  arc  concerned  with  developing  an  imaging  radar  for  the  tactical  air-to-ground  scenario 
which  is  illustrated  in  figure  1.  In  this  application  objects  of  tactical  size  and  texture  arc 
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"li  iilih.;.  R.vkwAII  Inteniat  lonal  Corp.,  I lectronic  Research  Division  (Pecember  19751  . 


124 


located  against  a terrain  background;  that  is,  the  image  may  he  degraded  by  ground  clutter.  I'urther- 
more,  in  order  lor  the  pilot  to  align  his  gunsight,  images  must  be  obtained  in  real  time  at  rea.son- 
ably  high  frame  rates.  For  this  application  we  believe  that  a pulsed,  range-gated  imaging  radar 
will  be  most  effective.  The  use  of  a pulse  permits  a direct,  accurate  measurement  of  the  range  for 
fire  control  and  the  receiver  can  be  gated  to  reduce  atmospheric  backscatter  and  iiiprove  the  con- 
trast of  images  against  terrain. 

IXiring  the  past  year  we  initiated  a program  to  develop  a coepact  imaging  radar  at  10. bum 
tailoi-ed  to  the  air-to-ground  mission.  The  objectives  of  the  program  are  listed  in  Table  1. 

l.lBl.i:  I.  I'WXJIAM  OBJECTIV'ES 

(1)  IMAGE  TACTICAL  TARGETS  AGAINST  TERRAIN  BACKGROUND 
AT  1 TO  S-krn  RANGE 

(2)  determine  weather  penetration  capability  IN  HAZE, 

FOG  AND  RAIN 

(3)  EVALUATE  FACTORS  AFFECTING  IMAGE  QUALITY  SUCH  AS 
SPECKLE,  GLINT  AND  SCATTERING 

(4)  DETERMINE  CRITERIA  FOR  DETECTION,  RECOGNITION 
AND  IDENTIFICATION 

The  first  goal  is  to  demonstrate  that  high  quality  images  of  tactical  targets  located  against  a 
terrain  backgroiaid  can  he  obtained  in  real  time  with  a pulsed,  range-gated  laser  radar.  The  next 
tw  goals  are  to  ascertain  to  what  degree  the  laser  radar  can  penetrate  l«d  weather  and  to  examine 
the  factors  which  influence  the  qiulity  of  real  time  imagery.  In  particular,  target  speckle  is  re- 
cognized to  be  a problem  with  laser  imagery  at  lO.bum^*^’^ The  final  goal  is  to  develofi 
processing  criteria  for  the  detection,  recognition,  and  identification  of  targets  with  the  aii-bomc 
in. bum  imaging  radar. 

3-  C.  .1.  Ikiczck,  "Stiecklc  Heterod>-ne  Detection  and  Object  Rotation"  (II),  Topical  Meeting  on 
.'ipeckle  ITiemmienj  in  Optics,  Microwaves,  and  Acoustics,  Asilomar  (February  24-2b,  197b). 

10.  S.  I',  iomciak,  "Diffuse  Target  Scintillation  in  10. bum  Laser  Radar"  (U) , Report  No.  lT-9, 
MIT/Lincoln  Laboratory  (March  I9'6). 
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The  block  diajinun  of  the  te>tbc\l  laser  radar  is  shown  in  l-iiiurc  2.  The  basic  components  are 
a hi^h  TR/-  transmitter,  a scanner  .and  }>e.un  expanJin^^  telescope  which  Hive  a raster  scan  of  the  scene, 
a netcrod>'ne  detector  and  signal  pnvessing  electronics.  Also  identified  are  electronics  for  con 
trolling  the  I'R!  of  the  transmitter  .itkI  freciuency  offset  of  the  laser  local  oscillator.  In  addition, 
the  transmitted  pulse  is  monitored  lor  gating  the  ret  am  signal. 
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Two  of  the  design  considerations  should  be  reviewed  here  before  proceeding  with  a description 
of  the  exponents.  I'irst,  the  diameter  of  the  transmit/receive  aperture  was  chosen  to  be  10  cm. 
This  diameter  is  adequate  from  signal-to-noise  considerations  and  allows  for  a conpact  design.  In 
addition,  there  should  be  little  loss  of  coherence  over  this  aperture  with  a lO-km  round  trip 
under  average  turbulence  conditions,  ft  remains  to  be  seen  whether  the  resolution  obtained  with 
this  aperture  is  adequate  for  the  identification  of  tactical  targets  at  the  ranges  of  interest. 
Second,  with  a transmit  aperture  of  10  cm  it  is  necessary  to  enploy  image  plane  scanning  in  order 
to  generate  a raster  scan  at  high  frame  rates.  This  eases  the  scanner  requirement  but  places  a 
burden  on  the  telescope,  namely  that  it  must  maintain  beam  quality  over  a range  of  off-axis 
angles. 

A description  of  the  major  components  follows: 
a)  l\ilscd  Laser  Transmitter. 

A picture  of  the  transmitter  is  shown  in  figure  fhe  laser  is  a low  pressure  CO2  laser  of 
the  I’reed  design^ modified  to  include  a stainless  steel  absorption  cell  for  passive  Q-switching. 

A grating  is  used  for  line  selection  and  the  output  mirror  is  attached  to  a PZT  stack  for  fine 
tuning.  This  laser  gives  a cw  power  of  10  watts  and  an  output  beam  having  a (1/e^) -diameter  of 
1 cm.  (The  laser  shown  here  is  the  testbed  which  w.is  used  to  study  various  types  of  Q-switching 
and  to  obtain  the  iimiges  shown  in  this  paper.  A compact  version  is  being  developed  for  the  air- 
l>omo  mission) . 

The  laser  is  passively  Q-switched  with  a mixture  of  SF^  and  Me.  Stable  Q-switching  was  ob- 
served at  rates  from  a few  kilohertz  to  130  kHz.  The  pulse-width  was  slightly  less  than  0.4psec 
at  20  kHz  and  increased  to  0.7uscc  at  130  kHz;  the  average  power  over  this  interval  held  nearly 

constant  at  5-6  watts.  The  PRF  is  a function  of  the  length  of  the  cavity,  which  provides  the  basis 

12 

for  electronic  control  and  stabilization  of  the  PRF  . 

Active  Q-switching  with  a rotating  wheel  was  also  studied.  Stable  Q-switching  was  obtained 
at  rates  to  SO  kHz.  The  pulse-widths  were  narrower  than  those  obtained  by  passive  Q-sw»?ching. 
The  average  powers  were  comparable. 

H.  C.  Freed,  "Design  and  Short-Teim  Stability  of  Single- Frequency  COy  Lasers"  (U),  IEEE  J. 

Quantum  Electron.  QH-4 , 404-408  (1968). 

12  C.  J.  Buezek,  R.  .1.  Freiberg,  and  M.  L.  Skolnick,  "Laser  Injection  Locking"  (U) , Proc.  IEEE 
141M431  11973). 

13.  D.  Meyerhoffer,  "Q-switching  of  the  CX),  Laser"  (U),  IEEE  J.  Quantim  Electron  QE-4,  762-769 
(1968).  ^ 
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b)  Scanner 


A pair  of  General  Scanning  Model  G-lOO  PD  galvanometer-type  scanners  are  used  to  give  a raster 
scan  of  the  scene.  The  fast  scanner  is  driven  at  140  Hz  and  the  slow  scanner  at  1 Hz.  The  drive- 
voltages  are  feedback  controlled  to  give  a nearly  sawtooth  scan.  For  the  scanners  used  in  this  work. 

4 msec  of  the  7 msec  fast  scan  and  0.9  sec  of  the  1 sec  slow  scan  were  fotaid  to  be  highly  linear 
and  reproducible  from  scan  to  scan,  .ais  results  in  an  overall  scan  efficiency  of  slightly  greater 
than  sot. 

c)  Transmit  and  Receive  Telescope 

The  conmon  transmit  and  receive  telescope,  manufactured  by  .Space  Optics  Research  Laboratories, 
is  a lOX  - astronomical  telescope  with  germaniun  refracting  elements.  The  (1/e^) -diameter  of  the 
transmitted  beam  is  10  cm,  giving  a theoretical  half- intensity  divergence  of  0.12  mrad.  By  scan- 
ning the  input  I -cm  di.uneter  beam  over  8.6  degree  the  transmitted  beam  is  scanned  over  0.86  degree 
or  15  mrad.  Thus,  ideally  there  would  be  125  x 125  resolved  elements  in  the  scan.  In  practice, 
the  size  of  a resolution  cell  is  found  to  be  approximately  1.5-tijiies  the  theoretical  value. 

d)  Local  Oscillator 

The  local  oscillator  is  a Sylvania  Model  941S  00^  laser  equipped  with  P2T  tuning  for  line 
selection  and  frequency  control.  Of  the  3 watts  of  output  power  1 mW  is  focussed  onto  the  hetero- 
dyne detector  where  it  is  mixed  with  the  return  signal.  A portion  of  the  local  oscillator  power  is 
mixed  with  the  output  of  the  pulsed  laser  and  the  beat  monitored  to  maintain  the  offset  frequency 
at  13  MIz. 

e)  Heterodyne  Detector 

'fhe  heterodyne  detector  is  a reverse-biased  HgCdfe  photodiode  fabricated  at  Lincoln  Laboratory. 

The  measured  quantimi  efficiency  is  0.5  at  10. bum  giving  a minimiiii  detectable  power  of  10  ^'^hl/Hz. 

The  diameter  of  the  detector  element  is  120ijm  and  is  nearly  completely  filled  by  using  a 6.55-cm 
focal  length  lens  to  focus  the  return  signal  and  local  oscillator  beams.  A heterodyne  mixing 
efficiency  of  0.5  was  observed,  the  departure  from  theoretical  being  caused  by  thermal  loading  of 
the  detector  by  the  local  oscillator  beam.  I 

O Signal  Aaplification 

The  signal  levels  at  the  output  of  the  heterodyne  detector  range  from  lOuV  for  a diffuse  re-  1 

flection  at  long  ranges  to  100  mV  for  a strong  glint.  As  the  brightest  shade  of  the  display 
corresponds  to  2V,  the  amplifier  is  required  to  have  a maximum  gain  of  105  dB  with  80  dB  of  gain 
control.  Both  linear  and  log-IF  angilifiers  were  used.  The  linear  aa^lifier  chain  is  a super- 
heterodyne receiver  with  a r-f  local  oscillator  used  to  raise  the  carrier  frequency  to  60  mz 
where  efficient  narrow  band  filtering  and  video  detection  can  be  achieved.  Gain  control  is  ex- 
ercised in  the  preaag)  stages  with  a voltage  controlled  attenuator.  The  log-IF  also  eafiloys  a 
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60  carrier  frequency  and  obviates  the  need  for  gain  control  since  it  has  an  SO  dB  dynamic  range, 
g)  Signal  Processing 


I 

The  signal  processing  scheme  is  illustrated  in  Figure  4.  The  voltage  from  the  output  of  the  | 

arplifier  chain  is  fed  into  a 4-bit  VD  converter.  Signals  falling  within  the  range  gate  are  dig-  j 

ititcd  in  50  nsec  increments  and  an  auction  procedure  is  used  to  determine  the  peak  value  falling  i 

within  the  gate.  This  word  is  assigned  a serial  position  in  a 128  x 128  array,  the  scanner  being  j 

synchronized  by  the  array  addressing  system.  With  the  laser  PRF  of  32  kllz,  a 128  x 128  array  of  j 

resolution  cells,  and  a scanner  efficiency  of  501,  the  frame  rate  is  1 sec  The  dual  memory 
approach,  illustrated  in  Figure  4,  was  utilized  to  obtain  a flicker-free  display  at  this  low  frame 
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r.ito  in  neiir  ixmI  tinii'.  While  u now  fninic  is  hcin*»  written  onto  one  THomory,  the  other  is  boint*  '“t'inl 
out  onto  the  l!R:r  display  at  a M)  Hz  refresh  rate.  TIk'  Z-axis  control  on  the  CKl  was  adjusted  to 
permit  the  display  of  10  jjray  shades. 

Tlte  signal  processing  system  is  compatible  with  other  digital  equipment  and  plans  have  been 
made  to  extend  the  capability  of  the  system,  first,  a digital  tape  recording  system  is  being  added 
to  record  data  for  subsequent  processing  with  a digital  computer.  This  will  permit  a (juantitat ive 
analysis  of  weather  effects  and  the  factors  influencing  image  quality.  (>nc  of  the  goals  of  this 
phase  of  the  work  will  be  to  develop  techniques  for  real  time  processing  of  the  images.  If  these 
techmmx's  arc  sixccssful,  thev  will  bo  ingilemcntod  in  real  time  with  a dedicated  processor  which 
can  he  integrated  with  The  system  described  above. 

The  power  signal -to-noise  eipiation  for  a heterodyne  receiver  employing  a matched  bandwidth 


s 
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The  factors  appearing  in  this  equation  are  identified  in  Table  II.  Inserting  the  values  appropriate 
to  this  work,  we  find  that  a power  signal-to  noise  ratio  of  5(1  obtains  for  a range  of  1.5  km  with 
an  atmo.spheric  attenuation  of  2 »l</kin.  fhe  in,)! icat ions  of  the  2 dH/km  attenuation  design  goal  are 
discussed  Liter.  We  note  that  the  laser  RRT  of  .52  kilt  is  compatible  with  imagery  (Hit  to  4.5  km 
without  range  ambiguity. 
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llic  ICNtluHl  I.Ticr  r;iUui  is  linii-isj  in  a siivill  luiiUhnt:  on  tin.'  rool  oT  tlio  lahorati.i i . I.iio  i 


wtiich  lan  hi'  imat;isl  I run  this  lixation  inslnJe  a rajar  tower  on  the  top  ol'  a hill  at  a Jistanee  •■I 
0.5  kill  and  various  ohiects  which  can  lx-  placed  on  a lield  extendinj;  1 roin  Z to  o kin.  Ihe  test  con 
ditions  are  similar  to  those  which  would  he  cx[ieriencod  in  a lield  te.st;  for  instance,  the  leniper.i 
ture  and  humidity  oi  the  huildiny  are  not  controlled,  the  system  is  not  attachevl  to  a stahlc  plat 
lomi,  iuid  the  atmosphere  is  rich  in  Kl  I generated  hy  iiearhy  microwave  radars.  In  iddituiii.  the 
slant  path  vlown  to  the  field  passes  over  steel  roofs  and  pavement.  Strong  turhulence  is  evulent  on 


sunny  days 


a)  Radar  Towers  at  (1.5  km 


(\  picture  of  the  radar  tower  .it  11.5  km  and  the  laser  image  are  shown  in  I igiire 
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(b)  CO.,  LASER  IMAGE 


naiRE  5.  RAIIAR  TIW.R  AT  0.5  KM 
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is  :i  i ()iii|iiis i ti'  i)f  si-Vi'r.il  iivi-i  luppinn  imiKt'S,  isich  one  I'cini;  ;i  single  I r.iiiK'  or  io:i I i i.it  ion  ol 
till'  sionc.  Tlic  il i.iriR'tor  of  the  iiuist  Ixthiiul  tlic  icntrnl  ilish  is  7.5  eiii  ;inil  the  squ.ire  phite  to  Hie 
lelt  Of  center  is  72  cm  on  edRc.  Ihc  diniiieter  of  the  laser  beam  at  this  range  is  7.5  cm  and  we  see 
that  the  laser  is  picking  up  details  of  this  magnitude.  In  particular  we  note  that  the  ffl  antenna 
on  the  right  side  stands  out  stronger  in  the  laser  images  than  in  the  visible  photograph.  Ihe  tall 
pine  on  the  left  and  the  top  branches  of  the  deciduous  trees  on  the  right  mask  portions  of  the  tower 
in  both  the  visible  and  laser  images  (The  laser  image  was  taken  in  March  before  the  deciduous  trees 
had  f i 1 led  out) . 

h)  Tank  Against  Terrain  at  2 .and  .5  km 

To  test  the  ability  of  the  laser  radar  to  image  a tactical  target  against  terrain  background 
a M-bO  tank  was  positioned  on  the  field  at  2 and  3 km.  Figure  6 and  7 show  the  visible  photographs 
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(b)  LASER  IMAGE  - SINGLE  FRAME  Id  LASER  IMAGE  - 32  FRAME  AVERAGE 

FIGURE  6.  TANK  AT  2 KM 
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taken  with  a ('elostron  5 telescope  and  the  correspomlinjt  laser  imajics.  Ilie  slant  an}*1es  for  these 
ranges  are  1.5  and  1 degree*  respectively  and  the  scan  includes  a wide  terrain  coverage.  The  lines 
niarking  the  border  between  grass  and  pavement  are  wavy,  particularly  those  in  Figure  6,  an  in- 
dication of  the  strong  turbulence  experienced  on  this  particular  day.. 

Two  laser  irages  of  the  tank  are  shown  in  Figure  6.  The  one  to  the  left,  Figure  b(b)  is 
a photograph  of  a single  frame  of  data  and  shows  the  main  body  and  some  of  the  detail  of  the  tank, 
including  the  gun  and  the  antenna.  The  image  to  the  right.  Figure  6(c)  was  taken  by  reducing  the 
gain  slightly  and  integrating  32  frames  on  Fblaroid  film.  Better  definition  of  the  subject  results 
from  this  frame  averaging.  Since  the  aspect  angle  does  not  change  from  frame- to -frame,  except  for 
vibration  of  the  laser  platform  and  path  deviations  caused  by  turbulence,  the  speckle  pattern  at  the 
receiver  is  approx inuitely  frozen  and  a large  number  of  frames  are  required  to  effect  the  in^rovement 
shown  in  Figure  6(c).  In  the  airborne  application  both  the  aspect  angle  and  the  range  will  change 
from  frame-to- frame  and  fewer  frames  should  be  required  to  average  target  speckle. 

At  2 km  the  laser  beam  diameter  is  36  cm,  indicated  by  the  box  in  the  upper  left  hand  comer 
of  the  images.  The  body  of  the  tank  is  3.2  m high  by  8 m long,  that  is,  it  subtends  9 x 22  re- 
solution elements.  This  nunber  of  resolution  cells  appears  to  be  adequate  for  recognizing  t)w  tank 
with  a single  frame. 

The  scene  at  3 km.  Figure  7,  includes  the  tank,  a jeep,  and  personnel.  The  flat  green 
coloring  of  the  jeep  blends  into  the  foliage  backgroiuid  in  the  visible  photograph.  The  civilian 
with  a light  colored  shirt  stands  out  more  prominently  on  the  right.  The  laser  imago  of  t)ic  full 
scene,  Figure  ’’Ih),  clearly  picks  out  the  tank,  jeep,  and  personnel  (oxlromc  right  and  left  of 
image).  The  frame  averaging  procedure,  described  above,  was  used  to  improve  the  definition  of  iIk' 
‘icene . 

rhe  laser  beam  diiimeter  at  3 km  is  54  cm  indicated  by  the  box  at  the  upper  left.  The  tank 
subtends  6 by  14  resolution  cells  and  as  shown  in  Figure  7(c)  it  is  just  possible  to  recognize  the 
tank  with  this  number  of  cells.  This  recognition  is,  of  course,  assisted  by  the  well  defined 
shape  of  the  tank  and  the  prominent  gun  barrel.  The  jeep  and  man  occupy  3 by  6 and  3 by  1 re- 
solution cells,  respectively,  and  recognition  is  not  possible  with  the  still  image.  However,  by 
viewing  the  real  time  display,  men  can  be  recognized  by  their  motion  which  is  characteristically 
different  than  mechanical  objects. 

The  high  contrast  images  shown  in  Figure  6 and  7 wre  obtained  with  a 0.4usec  range  gate.  To 
understand  why  this  narrow  range  gate  is  required,  we  note  that  the  return  from  a resolution  cell 
of  area  A on  the  Jcsiretl  target  must  compete  with  the  return  from  an  adjacent  ground  patch  of  area 
.Vsin<t,  where  t is  the  slant  angle.  Thus,  the  ground  return  can  compete  with  the  dilfusc  rc- 
tiection  from  a jiuintcd  surface  when  the  slant  angle  is  small.  The  narrow  range  gate  either 
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eliminates  the  ^iroiind  return  or  shortens  tlie  Icn^ith  oT  the  astound  |iath  from  which  returns  arc  ex 


(bl  FULL  SCENE  - FRAME  AVERAGE  (Cl  CONTRACTED  SCAN  -16  FRAME  AVERAGE 

I Kind.  TANK,  .MB’  ,VMt  riUSlTNNI-L  AT  ^ KM 

c)  Tnick  at  J km 

l-i^nre  8 shows  a photo>:raph  and  laser  images  of  a truck  located  at  2 ton.  The  body  of  the 
truck  is  aliininifn  and  the  cab  is  painted  metal  and  the  returns  from  the  body  are  approximately  an 
order  of  magnitude  stronger  than  the  cab.  When  a linear  anfilifier  chain  is  used,  the  gain  required 
to  display  the  details  of  the  cab  is  so  high  that  the  body  display  is  saturated,  fhis  problem  is 
itmel iorated  by  using  a logarithmic  amplifier  to  compress  the  signal.  Figure  8lb)  shows  that  good 
definition  of  the  body  and  cab  arc  obtained  with  a single  frame.  Increased  definition  is  realired 
by  frame  averaging,  as  evidenced  by  Figure  8ic). 


(b)  LASER  IMAGE  - SINGLE  FRAME 


(al  TELESCOPE  PHOTOGRAPH 


(Cl  LASER  IMAGE  - 16  FRAME  AVERAGE 


FIGURE  a.  IRIKIK  AT  2 KM 


iuhtcnds  10  by  I"  resolution  elements.  As  with 


the  tank  this  nuiiilH'r  ol  resolution  cells  appears  to  l>c  adequate  for  recojinirin^  a I'.untliar  shape. 

A O.lusec  ran^c  was  list'd  to  obtain  the  laser  images  shenam  in  I'igure  8.  In  general  a narrower 


range  gate  will  be  necessary  with  a logarithmic  iUnplirier  because  it  compresses  the  difference  he 
tween  the  target  retuni  and  ground  clutter. 


4.  WTAIIO-R  l-FIHTS 


[Hiring  the  time  that  the  testbed  laser  radar  has  been  operating,  light  fog  and  heavy  rain 
were  experienced  while  imaging  the  radar  tower,  and  haze  and  heavy  rain  were  experienced  while 
imaging  the  truck  at  2 km.  In  all  cases,  a satisfactory-  image  was  obtained  by  increasing  the  gain 
of  the  system  ami  no  image  degradation  was  observed,  llic  effects  of  weather  6n  the  performance  of 
the  laser  radar  will  be  studied  quantitatively  with  the  digital  tape  recording  and  pnKCSSing 
system;  however,  the  preliminary  results  indicate  that  the  sizing  of  the  system  is  correct. 


I 


The  signal-to-noise  eMuation,  presented  earlier,  includes  an  allowance  of  2 dB/kni  for  atmos- 
pheric attenuation.  The  implications  of  the  2 dB/km  attenuation  value  are  shown  in  figure  9,  the 
weather  pattern  for  North  Central  Furope  during  .7anuaryl9.  .January  is  typically  one  of  the  worst 
months  for  had  weather  in  North  Central  Europe  as  cold  daii^J  air  from  the  North  Sea  is  swept  over- 
land and  the  cloud  ceiling  is  often  low.  The  infrared  attenuation  is  predominantly  due  to  water 
vapor  absorption  and  approximately  follows  the  pattern  of  the  cloud  ceiling  height.  The  S-km  slant 
path  is  measured  from  the  base  of  the  clouls,  similar  to  the  view  line  of  a tactical  air-to-ground 
aircraft  seeking  grxxind  based  targets.  We  note  from  this  chart  that  a OO^  las^r  radar  of  the  sice 
described  in  this  work  would  be  operational  9nt  of  the  time  out  to  the  full  range  of  4.5  km.  The 
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'iystem  is  not  incapacitattvi  the  ronvnnin^  UK.  of  the  tuno;  it  just  Uocs  not  pcrl'onn  out  to  the  f«.<^ 
iimun  desired  ranjio.  Ix^ually  as  imjHjrtant  us  this  total  p<.MVonta>ie  is  the  lact  that  tlieie  are  onI\ 
t»*o  inteival-N  during  this  iDonth  when  the  laser  r.ulai  i>  rostrictcvl  lor  im^re  than  12  hours.  A>  .in 
indication  ol  tin'  decree  ol  wcalhei  |Hnet  rat  ion,  we  iwue  that  a A ilh/Un  dc''i)in  level  wmild  ukr«M*i 
the  Uillv  i>p^'ratnma|  |H'reenta^ie  to  ‘15  aiwl  rv^lu^.^.’  tla*  12  hour  re'*l  rf^,  ti\l  (k*i  (••uiLuit.e  intc-n.iJ  i-* 

OIK'  per  nK>nt)i,  Ihis  lioal  CvuiKI  he  met  h\’  douhliii^  lH>tli  tlie  average  jK^wer  ol  the  Iumu  ind  the 

dr.unc'ter  ol'  the  transmit/iceeiie  aperture. 

'■1.  SlINMVit'i  .\M1  a>VLUSUi\> 

Tactical  targets  were  iiiugcxJ  again.st  terrain  background  at  ranges  out  to  3 km,  the  lartho'-t 
|x>int  acccssihie  fnmi  our  present  location.  Ironi  the  availahle  signal  lo-noise  at  .3  km  we  would 
ex|H'Ct  satislactory  imaging  out  to  3 km.  Ihe  kev  to  obtaining  giXHl  incigen’  .igainst  ti  rr.iin  w.is  ilie 
U'^e  ol  a n.i!n>w  r.inge-gati-,  ii.-T.see  lor  the  line.ir  .ufiplil'ier  and  u.K-sn  i<ii  tlie  .mipliliei  . 

It  should  b<'  iK^lcd  that  the  '.hallt>w  sl.int  angle  ot'  I I.S  degrt'c’s  at  which  wo  view  the  ol>jeets, 

aggravates  the  ground  return  prohU»ni.  In  the  tactical  air-to-ground  mission  the  i mung  angle  will 
be  10-40  degrees  ansi  siwic  relaxation  ol  the  gate  width  would  Ix'  e-xpectesj.  The  use  ol  .1  narrow 
range  gate  shixiKl  not  he  an  undue  Uirden  on  the  system,  as  accurate  angle  and  range  tf.ick  .ire 
imt>licd  in  the  narrow  I'ieKlol -\ uhs,  high- 1 rame- rate  rK>de  ot  o]X'ratioiK 

Inuiges  were  displaced  111  real  time.  Ihe  I r:inK'  rate  was  I per  second.  It  is  rc\ogni:o<l  iitai 
taster  t'lame  rales  will  he  required  in  the  airlx'me  system  .ind  tcxhiiiques  are  being  developed  to 
increase  the  fr.une  rale. 

I’rel  iminan'  data  on  weather  penetration  wore  ohtaincxl  ;ind  initial  design  study  .issuinpt  ions 
were  conlirmcxl  conceiTiing  the  rixtuired  p^Xsor  ot  the  laser  and  aperture  sire.  Visual  ohsen.itioiv 
of  the  inwgcn'  slux*  no  degradation  dm-  to  atmo.sphcric  turbulence  or  scattering,  scintillation  w.is 
not  expected  to  he  a problem  with  the  IP  cm  .iperturt  out  to  ranges  ot  s km  under  aver.ige  ccuulituMis. 

Ikiscd  on  the  images  showti  in  I igurc  5-/<  if  appears  that  when  the  target  .spans  a large  nuiiilx-r 
ol’  resolution  cells,  a gixxl  image  can  be  ohtaincsl  with  a single  fnimc.  When  the  resolution  a]> 
pnxiches  some  minimum  value  re<|uircd  tor  target  recognition,  image  definition  can  be  im)u*ovocl  he 
fr.ime  .iveraging.  A large  number  of  frames  arc  rcstuiri'd  when  the  transmitter  and  target  are 
st.iT  it>n.ir>’ , III  the  .nrlwu'iie  applu.ition  the  as|X'ct  .ingle  .iiul  range  will  change  hotwem  I nimes  .uwl 
ii'wi  r l r. lines  sIkhiIJ  Ik-  needed  to  el  feet  the  desired  iiiTUOvemcnt . 

Whc'ii  the  reflectivity  vanes  greatly  from  one  |K>rtion  of  the  target  to  another,  1 log 
iimplificr  IS  useful  in  obtaining  a well-defined  inuige.  Imaging  with  a log  amplilicr  suliers  ft-mit 
the  fact  that  n<iisc  .imi  ground  clutter  l>ecome  cimipelitivc  with  the  desired  signal  return,  l.imituu- 
.‘infill  tiers  or  puKessing  fcKhni<|iK’s  which  sufipress  high  am)  low-  signal  returns  iiviy  he  mori' 
effect ive. 
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i^ntitative  criteria  for  the  detection,  recognition,  and  identification  of  targets  have  not 
yet  been  estahlishtxl.  This  will  involve  imaging  a large  variety  of  targets  against  terrain  under 
a variety  of  weather  conditions.  1 rom  the  work  performed  to  date,  some  qualitative  assessments 
can  be  made,  first,  it  appears  that  targets  can  he  detected  if  tliey  span  more  than  v I resolution 
elements,  e.g.  the  nvm  ami  jeep  at  .>  km.  lamiliar  objects  such  as  radar  towers,  trucks,  and  tanks 
can  he  recognizcii  if  they  subtend  afx)ut  lu  x 20  resolution  cells.  Ihcse  criteria  apply  to  a single 
I rame  real irat ion.  Hv  viewing  a real  time  display  recognition  is  olten  }x)ssib]e  to  recognize  oh 
lects  with  sitf>stant ial ly  fewer  resolution  cells. 

The  effects  of  weather,  factors  affecting  the  image  quality,  and  the  criteria  for  detection, 
recognition,  and  identification  of  targets  will  be  addressed  quantitatively  with  digital  tape 
recording  and  processing.  Pnx:essing  tocliniques  will  then  be  dcvcJof>od  for  a dedicated  system 
whicli  will  allow  real  time  processing  in  the  .iirl>ome  systom. 
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ABSTRACT 

A closed- loop  system  for  phase  condensation  of  thermal 
blooming  has  been  designed  and  tested.  This  system  — called 
CLASP  for  closed- loop  adaptive  single  parameter  — is  a single- 
mode,  outgoing-wave  dither  system.  CLASP  has  demonstrated 
stable  convergence  to  the  optimum  thiemal-blooming-correction 
anplitude  in  a laboratory  experiment. 


*This  work  was  sponsored  by  the  Advanced  Research  Projects 
Agency  of  the  Department  of  Defense. 
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INTRDDUCriON 

It  has  been  demonstrated  both  theoretically^  and  experiment- 
ally  that  phase  compensation  can  reduce  the  effects  of  thermal 
blooming  for  CW,  forced- convection- dominated  laser  beams.  This 
work  was  done  in  an  open- loop  mode,  in  which  the  blooming 
conditions  were  measured  or  specified  and  the  appropriate  phase 
correction  calculated.  In  this  article  we  report  on  a closed- 
loop  system  for  thermal- blooming  condensation. 

CLASP  (Closed-Loop  Adaptive  Single  Parameter)  is  a closed- 
loop  system  that  condensates  for  theimal  blooming  by  optimizing 
only  one  parameter  — the  anplitude  of  the  phase  correction. 

CLASP  is  based  on  analysis^  showing  that  the  phase  correction 
for  thermal  blooming  may  be  separated  into  two  distict  conpo- 
nents.  One,  the  shape  of  the  correction  profile,  depends  only 
on  the  near-field  irradiance  distribution.  The  other,  the 
anplitude  of  the  phase  correction,  depends  on  many  variables  — 
laser  power,  cross-wind  velocity,  slew  velocity,  absorption.  If 
the  near-field  irradiance  distribution  of  the  laser  is  measured 
in  advance,  the  proper  correction  profile  can  be  calculated 
and  specified  for  a deformable-mirror  system.  With  the  relative 
profile  specified,  the  far- field  irradiance  can  be  maximized 
by  using  a CLASP  system  to  optimize  the  correction  as  the 
external  variables  change. 
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EXPERIMQrtAL  ARRANGm^JT 

The  ejq;)erimental  arrangement  for  the  CLASP  tests  is  shown 
in  Fig.  1.  We  use  a OV  argon-ion  laser  that  produces  a Guassian 

O 

beam  with  iqp  to  2 watts  at  5145  A.  The  beam  is  expanded  to  make 
the  1/e^  diameter  3.8  cm,  is  truncated  at  that  diameter,  and  is 
reflected  fran  the  deformable  mirror.  The  deformable  mirror  is 
a monolithic  piezoelectric  mirror^  having  57  actuators  over  a 
3.8  cm  diameter  active  area.  Its  relative  phase  profile  is 
fixed  at  the  optimum  profile  for  thermal-blooming  condensation 
of  a truncated  Gaussian  beam;  its  magnitude  may  be  adjusted 
from  flat  to  2X  peak-to-peak  on  the  mirror.  After  the 
deformable  mirror  the  beam  is  contracted  to  .5  cm  by  a second 
collimator,  is  reflected  frcsn  the  DRAT  tracker  mirrors,  passes 
through  an  absorption  cell,  and  is  brought  to  a focus  on  a 
single  50-micron  pinhole  in  front  of  a detector. 

The  absorption  cell  is  a rotating  cylinder  20  cm  in  diameter 
by  1 meter  long,  mounted  vertically.  It  is  filled  with  ethyl 
alcohol  and  enough  iodine  to  absorb  about  half  of  the  incident 
radiation.  The  rotation  speed  can  be  varied  to  change  the 
cross-wind  velocity,  and  by  having  the  beam  enter  the  cell  close 
to  the  axis  and  exit  near  the  outer  edge,  slewing  can  be 
simulated.  Conduter  calculations  show  that  this  rotating  cell 
adequately  models  the  case  of  a laser  beam  slewing  through  the 
atmosphere. 

In  order  to  test  the  CLASP  system  it  was  necessary  to 
design  and  build  another  closed- loop  system,  the  DRAT  (Dither- 

4 

Reduced  Acquisition  and  Tracking)  tracking  system.  This 
system  condensates  for  the  thermal  blooming  shift  into  the  wind 
and  also  for  any  irregularities  in  the  windows  of  the  rotating 
cell  to  always  keep  the  peak  intensity  of  the  beam  on  the  pin- 
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hole.  The  tracker  is  a type  of  dither  system;  it  dithers  tlje 
beam  across  the  pinhole  by  using  tivo  galvenometer  scanners 
operating  at  non- commensurate  frequencies  in  the  range  2-4  kHz. 
The  resulting  tracking  bandwidth  is  >100  Hz.  The  unique 
feature  of  this  system  is  that  for  initial  acquisition  the 
system  enploys  a wide-anplitude  acquisition  dither,  but  as  the 
tracker  converges,  the  dither  amplitude  is  automatically  reduced 
to  maintain  the  peak  very  precisely  on  target. 
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OPEN- LOOP  RESULTS 

In  order  to  understand  the  CLASP  system  perfonnance  it  is 
necessary  to  know  the  features  of  the  thermal -blooming  correction 
in  the  absence  of  CLASP.  In  Fig.  2 we  plot  the  measured  focal- 
plane  peak  irradiance  against  ii^ut  power  for  the  uncorrected 
beam,  the  corrected  beam,  and  the  hypothetical  case  of 
absorption  but  no  blooming.  These  results  are  typical  blooming- 
coiq)ensation  results  and  are  similar  to  those  previously 
reported. ^ 

The  corrected  curve  in  Fig.  2 was  obtained  by  manually 
adjusting  the  correction  anplitude  to  get  the  maxiimin  far-field 
peak  irradiance  at  each  power.  As  the  power  increases,  larger 
anplitude  corrections  are  needed.  The  object  of  the  CLASP 
system  is  to  automatically  optimize  the  correction  anplitude 
so  that  no  matter  where  the  system  starts  on  the  uncorrected 
curve,  it  will  always  converge  to  a point  on  the  corrected 
curve. 

Note  that  for  severely  bloomed  conditions  (P  = .4W)  phase 
ccHi^ensation  can  inprove  the  peak  irradiance  by  more  than  a 
factor  of  three.  Figure  3 shows  a plot  of  peak  irradiance 
versus  correction  anplitude  for  a severely  bloomed  case.  We 
see  that  a maximum  inprovement  of  3.5  is  obtained  and  that  the 
curve  is  smooth  and  bell- shaped  with  a broad  maximum.  It  is 
this  curve  on  which  the  CLASP  hill-climbing  servo  works. 
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COmTOL  SYSTEM 

The  CLASP  system  is  an  exan^le  of  an  outgoing-wave  dither 
system.  It  is,  in  fact,  the  limiting  case  of  a multi-dither 
system,  in  vdiich  only  one  mode  is  dithered.  A block  diagram  of 
the  ClASP  system  is  shown  in  Fig.  4.  The  deformable-mirror  is 
dithered  by  applying  the  voltage  sin  «t.  The  peak  intensity 
at  the  detector  is  then  IpCV)  = where  is 

the  constant  correction  voltage.  IpCV)  is  given  by  a curve  like 
that  shown  in  Fig.  3,  since  the  peak-to-peak  mirror  deformation 
is  prqportional  to  the  applied  voltage,  V.  The  peak  irradiance 
is  bandpass  filtered  at  w and  is  synchronously  demodulated. 

This  synchronous  demodulation  produces  an  error  signal  propor- 
tional to  the  slope  of  the  correction  curve.  Fig.  3.  This 
fact  may  be  sitiply  shown  by  e^qpanding  IpCV)  around  V “ V^: 
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By  bandpass  filtering  and  synchronously  demodulating  we 
eliminate  all  terms  but  the  second,  leaving  an  error  signal 


proportional  to  This  error  signal  is  anplified  and 

passed  through  a single  intergrator.  The  resulting  correction 
voltage  is  then  surnned  with  the  dither  voltage  and  applied  to 
the  deformable  mirror. 

The  control  system  attenpts  to  null  the  error  signal, 
which  it  does  by  adjusting  V^  to  make  dIp/dV  = 0.  This  condi- 
tion, of  course,  is  sinply  the  condition  for  Ip  to  be  a 
maximum.  Thus,  CLASP  drives  the  correction  to  the  optimum 
and  dithers  it  about  this  point. 
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In  actual  practice  we  typically  used  a square  wave  dither 
with  a frequency  of  10  Hz  and  an  amplitude  of  X/10  peak-to  peak. 
Using  a square-wave  ditlier  only  changes  the  synchronously  demod- 
dulated  signal  by  the  constant  factor  4/n  (the  first  harmonic 
content  of  a square  wave)  conpared  to  sinusoidal  dither.  The 
10  Hz  dither  gave  a control  bandwidth  of  about  1 Hz.  This 
bandwidth  is  acceptable  for  thermal-blooming  compensation,  since 
thermal  blooming  is  a relatively  slow  phenonmenon.  The  x/10 
peak-to-peak  dither  is  illustrated  in  Fig.  3.  This  dither 
magnitude  is  large  enough  to  develop  the  required  error  signal 
when  the  system  is  not  at  the  optimum  correction  anplitude,  but 
small  enough  relative  to  the  broad  maximum  of  the  correction 
curve  that  the  peak  irradiance  does  not  change  significantly  as 
the  correction  anplitude  is  dithered  about  the  optimum. 


CLOSED- LOOP  RESULTS 


Figure  5 shows  the  time  response  of  a typical  CLASP  shot. 
Thp  4)per  trac^e  gives  the  peak  irradiance  through  the  pinhole; 
the  lower  trace  gives  the  CLASP  correction  anplitude.  The 
beam  is  tumed-on  at  t = 0,  and  at  the  beginning  of  the 
irradiance  trace  we  just  catch  the  end  of  the  dacay  to  steady- 
state  blooming.  The  entire  transient  is  not  observed  because 
the  tracker  is  in  the  acquisition  mode  during  this  period.  The 
blooming  reaches  a stead-state  at  an  intensity  about  1/10  un- 
bloomed after  0.2  sec  and  remains  constant  while  the  deformable 
mirror  remains  flat.  At  t - 1.3  sec  CLASP  is  activated,  the 
mirror  begins  to  dither,  and  the  correction  anplitude  increases 
to  maximize  the  peak  irradiance.  The  system  converges  smoothly 
to  the  optimum  correction  an;)litude  of  0.7X  peak-to-peak  in 
about  0.4  sec.  The  peak  irradiance  increases  by  a factor  of  3 
emd  remains  stably  at  that  value  as  the  CLASP  system  dithers 
the  correction  amplitude  slightly  about  the  optimum. 

For  the  case  illustrated  in  Fig.  5 CLASP  was  initiated 
with  the  deformable  mirror  flat.  This  starting  point  is  the 
normal  one  for  a closed- loop  adaptive- optics  system.  But  it  is 
also  interesting  to  see  how  such  a system  responds  when  started 
from  some  other  point. 

In  Fig.  6 we  show  a case  in  vdiich  CLASP  was  started  with 
too  much  phase  correction  initially  added.  Again  the  i5)per 
trace  is  peak  irradiance,  the  lower  trace  is  correction 
anplitude.  IVhen  the  beam  is  first  turned  on,  the  correction 
anplitude  is  1.6X  peak-to-peak  and  the  far-field  peak 
irradiance  stabilizes  at  the  steady- state  value  for  that  phase 
correction.  CLASP  is  activated  at  t = 3.4  sec  and  the 
correction  anplitude  drives  back  to  a lower  value  to  optimize 
the  peak  irradiance.  The  correct im  anplitude  converges  to 


1 
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0.4X  peak-to-peak  indicating  that  the  bloondng  was  less  severe 
than  for  the  case  shown  in  Fig.  5 where  the  correction  anplitude 
converged  to  0.7x  peak-to-peak.  The  peak  irradiance  increases 
by  a factor  of  5,  showing  that  the  over-correction  was  severely 
degrading  the  beam. 

CLASP  converges  to  the  optimun  phase-correction  anplitude 
regardless  of  the  starting  point.  Note,  however,  that  the  rise- 
time is  about  1 sec  in  Fig.  6 conpared  to  .4  sec  in  Fig.  5. 

This  difference  comes  from  the  fact  that  the  shape  of  the 
correction  curve  (Fig.  3)  renders  the  servo-control  loop  non- 
linear. Thus,  the  convergence  time  is  dependent  on  precisely 
where  one  starts  on  the  correction  curve. 
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OCMPOTER  SBULATION 

In  order  to  optimize  the  design  of  the  CLASP  control  loop 
the  CLASP  system  was  modeled,  mathematically,  and  a time- 
douiain,  step-iesponse  simulation  done  on  a digital  conputer. 
Figure  7 shows  the  results  from  a conputer- simulation  run.  The 
ipper  curve  is  the  far- field  peak  irradiance;  the  lower  curve  is 
the  correction  anplitude.  We  observe,  in  agreement  with  the 
e^erinental  results  shown  in  Fig.  5,  that  the  CLASP  system 
converges  in  about  .5  sec  and  maintains  itself  stably  at  the 
optinam  anplitude.  The  correction  curve  is  broad  enough  that 
no  discemable  change  is  observed  in  the  peak  irradiance  as  the 
correction  dithers  across  the  optimum. 

The  simulation  illustrated  was  done  with  no  noise.  We 
have  also  considered  the  effect  of  noise  on  the  CLASP  system. 
When  white  noise  with  a bandwidth  out  to  100  Hz  was  added  in 
the  conputer  simulation,  it  was  found  that  CLASP  could 
converge  with  signal-to-noise  ratios  as  low  as  1:5. 
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CQNauSIQNS 

The  CLASP  system  has  shown  stable  convergence  to  the  optimum 
thexmal-blooming- correction  an^)litude  in  a laboratory  e}q>erijnent. 
The  experiment^  results  are  in  good  agreement  with  conputer 
simulations « demonstrating  that  the  CLASP  system  is  well 
characterized  and  working  according  to  its  original  design. 

IhuSt  the  CLASP  concept  of  a single-mode,  outgoing  wave  dither 
syston  has  shown  itself  to  be  a viable  concept  for  thermal- 
blooming  correction. 
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FIGURE  CAPTIONS 

Fig.  1.  CLASP  experijnental  airangement . 

Fig.  2.  Peak  focal-plane  irradiance  versus  input  power  for 
corrected  and  uncorrected  l^eams.  The  straight  line  would  be 
the  irradiance  if  there  were  absorption  but  no  blooming. 

Fig.  3.  Peak  focal-plane  irradiance  versus  peak-to-peak 
mirror  deformation  for  a severely  bloomed  case.  The  arrow 
indicates  the  CLASP  dither  magnitude. 

Fig.  4.  Block  diagram  of  CLASP  control  system. 

Fig.  5.  CLASP  time  response  starting  with  the  deformable 
mirror  flat.  Upper  trace:  Peak  focal-plane  irradiance. 

Lower  trace:  Peak-to-peeik  mirror  anplitude. 

Fig.  6.  CLASP  time  response  starting  with  the  deformable 
mirror  over  correcting.  Upper  trace:  Peak  focal-plane 
irradiance.  Lower  trace:  Peak-to-peak  mirror  anplitude. 

Fig.  7.  Conputer  simulation  of  CLASP  system  response.  Upper 
curve:  Peak  focal-plane  irradiance.  Lower  curve:  Peak-to- 
peak  mirror  amplitude. 
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now  MANY  PHYSICALLY  SIGNII-ICANT  SOLUTIONS  AUI;  HILRE  TO  THE  SELF- 


INDUCED  TUANSl'AUENCY  liQUATIONS?* 


R.C.  Harney 

M.r.r.  Linooln  Laboi'ntot'ij ^ Lexithjton,  Maaeachuoatta 


TIjc  interaction  of  a coherent  electromagnetic  wave  with  a 
collection  of  two-level  atoms  is  of  major  theoretical  importance 
in  the  stiuly  of  the  interaction  of  light  with  matter,  not  only 
because  analytical  solutions  can  be  obtained  but  also  because 
experiments  can  be  devised  wliich  closely  approximate  this  ideal 
case.  In  the  past  there  has  been  some  controversy  concerning  the 
interpretation  of  tlie  analytical  solutions  to  this  problem  [1]. 
Altliough  previously  un]nibl  i shed , the  controversy  is  real  and  the 
prolilem  is  of  sufficient  fundamental  importance  to  demand  its 
resolution.  Such  is  the  purpose  of  the  work  described  here. 

In  an  inhomogeneous ly  broadened  two-level  medium  described  by 
a particle  density  n,,  and  electric  dipole  matrix  element  p,  an 
incident  electric  field  of  the  form 

E(z,t)  = (li/p)  e (z.t)  cos(kz-u)t) 
will  induce  a macroscopic  polarization  of  the  form 

P(2,t)  = n^p[<tl(A.i,  z , t ) >^cos(kz-(i)t)  ♦ <S(Atjj,  z,t)  >^^sin(kz-<»)t)  ] 

where  Nu  = (a-njj,  is  tlie  difference  between  the  incident  electric  field 
frecpiency  and  the  resonant  fre(|uency  of  the  two- 1 eve  I system  and 
< denotes  an  average  over  the  inhomogeneous  lino  profile. 

The  mutii.'il  iiiter.ict  ion  of  the  electric  field  and  the  induced 
polarization  can  be  exactly  described  using  Maxwell's  equations  and 
the  Schroedinger  equation  for  the  medium.  In  the  rotating  wave 
approximation,  we  obtain  the  following  coupled  nonl  inear  differential 
equations 
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IIARNLY 
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dt 
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= -Au)S 
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where  m = noCOgp^/h  is  the  inverse  Beer's  length  of  the  medium,  n is 
the  population  inversion  density,  and  C,  S,  and  M obey  the  normali- 
zation condition  = i-  These  four  equations  arc  commonly 

referred  to  as  the  self-induced  transparency  equations. 

Mishkin  assumed  that  the  steady  state  solutions  to  these  equa- 
tions would  depend  only  on  the  retarded  time  (2] 


) . 


where  t is  a characteristic  time  and  V is  the  pulse  propagation 
velocity  in  the  medium.  With  this  assumption 

6 = c(u)  , 


C = tAio  A(Au))  c(u)  , 

C AfA  ^ dc(u) 

S = -A(A(o)  , 

n-Ho  =(l/2)fo  A(Au))  e^u)  , 


where  A(A(i))  is  a frequency  response  function  and  Ho  is  the  popula- 
tion inversion  which  would  exist  in  the  medium  in  the  absence  of 
the  electric  field.  Substituting  these  results  into  the  normaliza- 
tion condition  yields 


2 

e ♦ — 

A'^(Au))  -I 


The  Jacobi  elliptic  functions  [31  arc  solutions  to  this  nonlinear 
differential  equation.  ' 
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Fig.  1.  The  four  real  Jacobi  elliptic  function  solutions  to  the 
self-induced  transparency  equations. 

Closer  examination  indicates  that  only  four  of  tl>c  twelve 
Jacobi  elliptic  functions  have  real  values  of  and  T and  are 
therefore  physically  acceptable.  The  four  acceptable  solutions 
(enu,  dnu,  sdu,  ndu)  arc  sliown  in  Fig.  1.  The  important  physical 
properties  of  these  solutions  have  been  derived  by  Mishkin  [2]  and 
by  the  author  [4]  and  are  summarized  in  Table  1. 


The  controversy  concerning  these  solutions  arises  from  the  fact 
that  two  of  the  solutions  arc  related  to  the  other  two  solutions  by 
a change  of  argument  transformation 

sd(u  ♦ K)  = (1  - enu  , 

2 -1/2 

nd(u  ♦ K)  = (1  - k^)  dnu  , 

where  k is  the  modulus  of  the  solution  (dependent  on  the  physical 
parameters  of  the  system)  and  K is  the  elliptic  integral  of  the 
first  kind.  One  cont  ingent  contends  that  the  existence  of  this 
transformation  means  that  sdu  is  equivalent  to  enu  and  that  ndu  is 
equivalent  to  dnu  (1).  Mishkin  argues  tl»at  the  change  of  argument 
is  equivalent  to  a change  of  the  physical  situation  and  that  all 
four  solutions  arc  physically  significant,  (liven  this  situation  we 
should  fall  back  to  the  only  true  test  of  a scientific  hy|)othesis', 
experiment  (or  in  this  case,  gedanken  experiment).  If  an  cxjKjriment 
can  be  devised  which  can  distinguish  between  two  solutions,  then 
they  arc  physically  distinct.  If  no  experiment  can  distinguish 
between  them,  they  are  physically  equivalent. 
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Tabic  I.  Summary  of  results  for  the  four  real  .lacohi  elliptic 
function  solutiotis  to  the  sel  f- iiuluceii  transparency  ecpiations. 


l,et  us  start  by  cxaininin};  what  parameters  are  subject  to 
experimental  measurements.  In  principle  the  enu  ami  silu  solutions 
can  be  clistinnuishcil  from  the  tlnu  ami  mlu  solutions  by  a time- 
rcsolvcil  intensity  measurement  as  the  former  solutions  have  electric 
field  cnvcloiies  wliich  pass  throti>;h  zero  while  the  latter  solutions 
do  not.  The  same  measurement  could  also  yield  the  |)criod  of  oscil- 
lation T and  the  cncrj;y5^)er iod  W c.irried  by  the  pulse  train.  The 
pulse  propagation  velocity  V could  be  iletermineil  by  observing  tlie 
propagation  velocity  of  an  infinitesimal  perturbation  to  the  field. 

The  initial  [xjpulation  inversion  density  nj,(A(o)  which  is  cliaractcr- 
istic  of  tlic  medium  could  he  measured  by  determining  the  gain  or 
attenuation  of  a weak  frequency-tunable  probe  beam  i>cfore  the 
electromagnetic  wave  was  incident  on  the  medium.  The  steady-state 
population  inversion  density  n(Aiii,t)  could  be  determined  in  the 
same  manner  after  the  steady  state  had  been  established.  The 
modulus  k can  be  uniquely  determined  from  the  Aoj-dcpendencc  of  rig 
(sec  fable  I).  I'rom  a knowledge  of  T and  k the  cliaractcristic  time 
can  be  unambiguously  determined. 

So  far  the  only  (|uantitios  which  a i-e  not  identical  for  the  enu 
and  sdu  solutions  oi-  for  tlic  ilnu  ,ind  ndu  solutions  arc  the  energy 
per  period,  the  intensity  as  a function  of  time,  ami  the  population 
inversion  as  a function  of  time,  floser  inspection  of  the  expres- 
sions for  these  quantities  indicates  that  to  must  be  known  in  order 
to  be  able  to  use  them  for  distinguishing  between  the  different 
solutions.  Ti-om  a knowledge  of  t and  k,  can  be  predicted.  A 
different  value  oftp  is  predicted  for  each  solution,  Init  the  dif- 
ferences arc  such  that  using  the  predicted  values  leads  to  identical 
values  of  the  energy  jicr  period,  etc.  for  the  enu  and  sdu  solutions 
and  for  the  dnu  and  ndu  solutions.  Thus,  to  use  Co  discriminate 
among  the  solutions  it  must  be  both  measured  and  predicted  and  the 
measurement  compared  with  the  predictions. 

Unfortunatcl y , Co  cannot  be  measured.  The  reason  for  this  lies 
in  the  fact  tluit  althougli  C(t)  can  be  inferred  from  a time-resolved 
intensity  measurement,  C(u)  cannot  be  precisely  s))ecificd.  The 
problem  that  arises  is  one  of  where  to  place  u = 0.  Since  a steady 
state  solution  is  one  that  has  propagated  for  an  infinite  amount  of 
time  tlirough  an  infinite  distance  and  is  infinite  in  extent,  an  un- 
arbitrary  assignment  of  u = 0 im|ilies  a knowledge  of  one's  absolute 
position  in  space-time,  which  violates  special  relativity.  The 
same  considerations  prevent  one  from  fixing  the  position  of  u = 0 
within  a single  cycle  (i.e.  specifying  the  pliase)  . Since  the  defi- 
nition of  Eq  depends  on  knowing  where  u = 0 is,  Eq  cannot  be  measured. 
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One  parameter  which  can  be  unambiguously  determined  is  the 
maximum  value  of  the  electric  field  envelope  C max-  Comparing  the 
four  solutions  we  find 

€ (enu)  = € (dnu)  = £ , 

max  max  o ’ 


(sdu)  = e J'uliO  = ) 

max  max  o 

Using  the  measurable  quantity  “c  find 

£.  T = 2k  for  both  sdu  and  enu  , 
max 

£ T = 2 for  both  ndu  and  dnu  . 
max 

Similar  results  obtain  for  all  other  quantities  dependent  on  £q. 

In  other  words,  wo  arc  unable  to  find  any  measurable  quantity  which 
can  distinguish  between  enu  and  sdu  or  between  dnu  and  ndu. 


enu  AND  sdu 


Fig.  2.  The  initial  population  inversion  density  Hq  as  a function  of 
tAu)  for  enu  and  sdu  solutions.  The  curves  correspond  to  values  of 
k = 1.0,  .707,  .S,  .31(1,  and  0. 
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Fig.  3.  The  initial  population  inversion  density  Pq  “s  a function 
of  tAu)  for  the  dnu  and  ndu  solutions.  The  curves  correspond  to 
values  of  k = 1.0,  .707,  .5,  and  0. 


Tlie  preceding  discussion  sheds  some  light  on  the  physical  sig- 
nificance of  the  argument  transformations.  The  transformation 
u -►  u ♦ K is  just  a displacement  in  space-time  which  would  corre- 
spond to  the  addition  of  a constant  phase  factor.  However,  because 
the  initial  phase  cannot  he  specified,  the  physical  situation  is 
unaltered.  The  modification  of£o  by  the  factor  (l-k*)"*'*  simply 
expresses  the  fact  that  only  fmax  has  meaning  physically.  Viewed 
in  this  light,  Mishkin's  argument  for  four  physically  significant 
solutions  is  seen  to  be  in  error. 

Figures  2 and  3 show  initial  population  inversion  densities  as 
a function  of  for  several  values  of  k required  for  the  enu  (or 
sdu) and  dnu  (or  ndu)  solutions  to  occur.  It  is  immediately  obvious 
that  Hq  assumes  unphysical  values  (no  < -1)  in  the  dnu  (ndu)  solu- 
tion for  every  value  of  k / 1.  At  k > 1 dnu  reduces  to  sechu  just 
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as  cnu  docs.  However,  k = 1 corresponds  to  no(^)  - -I  which  implies 
a temperature  of  ul)Solutc  zero.  This  is  also  an  unphysical  situa> 
tion.  Consequently,  the  dim  and  ndu  solutions  are  not  physically 
significant. 

In  conclusion,  we  have  examined  the  experimental  distinguish- 
ability  of  the  four  Jacobi  elliptic  function  solutions  to  the  self- 
induced  transparency  equations.  It  was  shown  that  sdu  cannot  be 
experimentally  distinguished  from  cnu  and  ndu  cannot  be 
experimentally  distinguished  from  dnu.  In  addition  it  was  found 
that  the  dnu  and  ndu  solutions  require  unphysical  values  of  the 
initial  population  inversion  density.  We  therefore  conclude  that 
cnu  is  the  only  physically  significant  steady  state  solution  to  the 
self-induced  transparency  equations. 


•Tliis  work  was  sponsored  by  the  Uepartment  of  the  Air  Force. 
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